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Order Direct... Save! 
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INDUSTRIAL LENSES 

7 Quality replacement lenses from one of America’s 4 

t most experienced lens makers . . . now available "| 

NG 2 of direct. A complete line! E 


PENNSYLVANIA OPTICAL COMPANY 
READING, PA. 


Known for Fine Ophthalmic Products Since 1886 











*PeNnoptic is the trade name of Pennsylvania Optical Company 


PENOPTIC* WELDING LENSES 

Plates (standard 2” x 414’’). Complete range of shades. 
Clear cover plates. 

Round Lenses (standard 50 MM). Complete range of 
shades. Clear cover lenses. 


PENOPTIC* SAFETY LENSES 


50 MM round, 47 MM drop eye, 44 MM drop eye, 
Flat, 1.25 curve, 6.00 curve; Clear or absorptive (green 
glass) in medium, dark and extra dark shades. 


Write for descriptive literature and price lists 


Circle No. 1 on reader service card for more information. 








STONEHOUSE SIGNS 


For Accident Prevention 


a 





For those who 
may nof 


Komemler 


MEN OFTEN FORGET to be careful. Forgetting 
and being careless lead to many accidents. 











_— oe eg So it's well to remind workers that thinking 
ACCIDENTS \ . 
RE and working safely not only produces better 


y- \ 
AVOIDABL® - 
TH 
FORGET — goat TOUCH 
SWITCHES. | 






work but helps prevent accidents. 


Stonehouse “Reminder” signs do much to edu- 
cate and remind workers—to help them guard 
against unsafe practices, thoughtlessness and 
forgetting to be careful. 


| STONEHOUSE steel SIG 


) For Accident Prevention 



























Stonehouse complete Catalog No. 9 contains 
many hundreds of different Accident Preven- 
tion Signs covering hazards in industry. Free 
copy of catalog on request. 


Veo SIGNS, inc. MANUFACTURERS «+ Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863” Denver 4, Colorado 





Circle No. 2 on reader service card for more information. 
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NEW ScRUBBER-VAC 


FOR SMALL-AREA FACTORIES 














@ Specially designed for buildings with 2,000 to 15,000 
sq. ft. of floor space 


@ Applies the cleanser, scrubs, rinses, and picks up in 
ONE operation 


@ Also handles the dry work — steel-wooling, polishing, 
et cetera 


@ Can be leased or purchased (leasing budgets 
cleaning expense) 


Now the labor-saving advantages of combination- 
machine-scrubbing are available to small as well as 
larger factories. The new 418P Finnell Scrubber- 
Vac, for small-area buildings with 2,000 to 15,000 

sq. ft. of floor space, cleans floors in approximately 
one - third the time required with a conventional 15 
or 18-inch scrubber- polisher using separate equip- 
ment for picking up. A Finnell Scrubber-Vac speeds 
cleaning by handling four operations in one! It applies 
the cleanser, scrubs, rinses if required, and picks up (damp-dries 

the floor) — all in a single operation. 


Of narrow design, the new 418P Scrubber-Vac also meets the need in 


larger factories for a combination machine that can be used in congested 
areas and narrow aisles. And all the refinements of Finnell’s larger com- 
bination machines are embodied in this smaller unit (18-inch brush ring). 
Has new type of water valve that assures uniform flow of water . . . power- 
ful vacuum for efficient pickup (performs quietly) .. . a Finnell-developed 
trouble-free clutch . . . self-winding cable reel . . . improved waterproof 


wiring and minimum electrical connections, simplifying the cleaning of 
the machine ...G. E. Motors and Timken Bearings. The machine 
is self-propelled—operator merely guides it. Supplied with or 





SEE IT IN ACTION ON 
YOUR OWN FLOORS! 


Find out what you would save with a 
Finnell Scrubber-Vac. Finnell makes 
several models and sizes. For demon- 
stration, consultation, er literature, 
phone or write nearest Finnell Branch 
or Finnell System, Inc., 3508 East 
Street, Elkhart, Indiana. Branch Offices 
in all principal cities of the United 
States and Canada. 


without powder dispenser. Incidentally, it’s good to know that 

when you choose Finnell Equipment, a Finnell man is readily 

available to help train your maintenance operators in its 
proper use. 





FINNELL SYSTEM, INC. \ we 


Pioneers and Specialists in PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 





Circle No. 3 on reader service card for more information. 
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THERE’S PROFIT IN PREVENTION 











Letters to 
the editor 


Winch Safeguard 





Editor, 

This letter is in answer to your 
request for suggestions which may 
help to prevent accidents on power- 
driven winches, such as shown in 
the June issue (And Sudden Injury, 
page 60.) There are certain condi- 
tions—such as bent shafts, frayed or 
ragged ropes, grooved or rough sur- 
faces—that cause the rope wraps to 
foul or pile up on the winch. A 
simple device called a “knife guard” 
is now in extensive use throughout 
the oil fields of California for pre- 
venting accidents at the cathead on 
- i R ST STEP the draw works. This is an upright 

metal bar which separates the first 
and second wraps as the rope comes 
on to the cathead. This device is not 
TO SAFETY = H RST a cure-all, but is quite effective in 
keeping the rope from fouling. En- 
closed are sketches of the knife 
guard ... If any of your readers de- 
sire copies, we will be glad to sup- 
ply them. 


Zorball is an all-purpose, top-quality floor absorbent. In any shop. 
Zorball on the floor is your first step to prevent falls and fires which 


result from waste oils. paint and other liquids. Emory Smith 


Unlike other floor absorbents, Zorball absorbs without breaking Supervising Safety Engineer 


down. This increases its absorbing power. makes it easier to sweep up —— Division of Industrial 
afety 


San Francisco, Calif. 








and safer to walk on. 





Your Wyandotte Representative can prove to you in a few seconds 
that Zorball is a superior floor absorbent. Call him today for a 
demonstration. 
P.S. If you have a cleaning problem, 
write Wyandotte for free technical information and service. 


WYANDOTTE Reduces fire hazards 


Reduces slipping accidents 
, Oo i BA L L Is chemically inert and nonflammable 
Does not ‘‘mud” or track when saturated 


THE SAFEST ALL-PURPOSE Safe on skin, fabric, wood, 
FLOOR ABSORBENT metal or rubber 


THE WYANDOTTE LINE — products for burnishing and burring, 
vat, electro, steam gun, washing machine and emulsion cleaning, 
paint stripping, acid pickling, related surface treatments and spray- 
booth compounds. An all-purpose floor absorbent: Zorball. In 
fact, specialized products for every cleaning need. 





| 
| 
| 


& e Want a copy of this sketch? 
WYANDOTTE CHEMICALS CORPORATION Drop a request to the Reader Ser- 
WYANDOTTE, MICHIGAN 


vice Bureau, OCCUPATIONAL 
SERVICE REPRESENTATIVES IN #8 cities © gan d olf (= HAZARDS, 1240 Ontario St., Cleve- 
& peda aca a land 13, and we'll get one for you. 





Circle No. 4 on reader service card for more information. Continued on page 6 
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BOOTS! 


No matter what your Safety 
Hi-Cut needs may be you will 
find just the shoe to fill them in 
Hy-Test’s selection of nine 
versatile numbers (8 to 16”). 


HY-TEST 


SAFETY SHOES 


WRITE FOR FREE CATALOG 






H753-5—Men’s russet glove 
8” blucher. Leather full 
double sole. Leather heel, 
brass nailed. 


H755-1—Men’s chocolate ro- 
site 8” blucher. Weatherwear 4 


and leather full double sole. RS 


Leather heel, brass nailed. 


H799-1 -- Black stormite 10” 
pull-on boot, Neocord sole 
and heel. 


HY-TEST 





BAD-WEATHER-MONTHS AHEAD 
BE SURE 
YOUR BOOT STOCK 
IS COMPLETE 
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JT.R.WILLIAMS 


COPR. 1961 BY NEA SERVICE. INC. T. M. REG. U.S. PAT. OFF. 


SOL: SPEED URf 


SPEEDI-DRI CORP., 


IT’S 
WHEN YOU Buy, BE SURE 


SOL-SPEEDI-DRI 


NT 
/ | oll & GREASE ABSORBE 


FREE SAMPLE: Fit: out the coupon and mail today for 


big, free sample and literature. 6 
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LETTERS 





Continued from page 4 


Tourniquet Use 


Editor, 

In Warm-Weather Worries, under 
first-aid for snake bites, you ad- 
vised to apply a tourniquet above 
fang marks. Red Cross teaches that 
this should be a constriction band. 
Also, it teaches that there are only 
two places where a_ tourniquet 
should be applied, . . . below arm 
pits and . . . below the crotch, and 
these should be loosened every 15 
to 20 minutes, whereas you stated 
15 to 30 minutes... 

G. L. Boozer 
First Aid Instructor 
Anniston Ordnance Depot 
Anniston, Alabama 


e Tourniquets are applicable only 
when the wound is on one of the 
limbs. War-Department first-aid 
manual (FM 21-10) advises not to 
leave them on longer than one hour. 
Dr. O. E. Byrd, in his Workbook of 
Health, writes that they may be left 
for hours without gangrene result- 
ing if they are tight enough to stop 
both venous and arterial circulation. 
This statement is based on studies 
of W.W. 2 battle casualties. It is 
true that many authorities prefer 
the pressure bandage to tourniquets 
for the control of hemorrhage. 


Athlete’s Foot Prevention 


Editor, 

On page 24 of the June issue... 
you say: “Personal hygiene and 
shower-room sanitation are best 
ways to keep ever-present athlete’s 
foot fungi inactive.” . . . Shower 
room sanitation—though highly de- 
sirable for other reasons—will have 
little if any tendency to increase 
the skin’s resistance (to athlete’s 
foot fungi.) . . . Some sort of skin- 
toughener is needed to counteract 
the softening effect of wearing 
shoes, and that fact that over 70% 
of the largest manufacturers in the 
U.S. are now using the skin-tough- 
ening method of preventing ath- 
lete’s foot would indicate that “per- 
sonal hygiene and shower room 
sanitation” did not prevent ath- 
lete’s foot in their plants. 

R. de Fremery 
Vice President 
Onox, Inc. 
San Francisco, Calif. 
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Extinguisher 


@ New Blast Force—Greater Reach 
Finger-Tip Nozzle Control 

@ Fine-Powder, Heat-Shield Discharge 

@ Takes Up To 25% Overload 


Now—with this new Dry Chemical Extinguisher—FYR-FYTER rounds out 
the most complete line of fire extinguishers in the industry. 


Carefully engineered, for killing B and C type fires fast, the FYR-FYTER 
Dry Chemical Extinguisher is better every way. Made of lightweight Stain- 
less Steel, it is extra easy to handle. Yet— with 900-Ib. resistance rating— 
it can take more knocks, more bumps, more rugged use in fighting fire. 
The fine, moisture-repellent powder runs free as water . . . and this ex- 
tinguisher operates efficiently, even with 25% overload. No waste... 
uses 972% of contents! Fine-powdered discharge has blast force, much 
greater reach. Smothers, confines, kills fire . . . specially effective on 
liquid gases, and on burning gas piped under pressure. 


Remember the formula: your employees . . . plus FYR-FYTER’S Dry 
Chemical Extinguisher . . . equals improved control of B and C fires! 


|The Fyr-Fyt 


221 CRANE, DAYTON I, OHIO 
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You Can Count on MAGIC 


Safety suffers, production suffers, accuracy suffers unless workmen’s goggles or glasses are 
crystal clear. Foul vision is a terrific hazard. Yet lenses stay dirty and dangerous unless you 
make it easy as possible to clean them. 


If you ask your folks to fuss with a cleaning fluid on the assembly line, welding station or else- 
where, time is lost by this old-fashioned method. If you supply a small treated sheet it tears, and 
one sheet doesn’t do the job. You need a big, jumbo-sized, super-strong sheet. That’s what you 
get with MAGIC LENS TISSUE. Each sheet is over 50% larger than usual... yet it costs less. 
The paper is, without question, the finest that can be made... yet it costs less. The answer is in 
the volume from satisfied users. 


NO BOTHER —NO WASTE—NO FLUID Rub this special silicone-treated tissue over 
lenses. See how dust, dirt, lint and smears disappear like magic and a sparkling polish appears 
at once. The General Electric silicone—from the GE House of Magic—leaves an invisible coat- 
ing on the lenses which protects them; gives longer clarity, makes cleaning easier, better, 
faster, more lasting. And all in one operation. Presto! It’s done. So, workmen who would 
never bother before now keep their lenses clean. 


NO COMPLICATED DISPENSER — NO CUMBERSOME CABINET The simple, compact 
Dispenser is NOT MUCH BIGGER THAN A MAN’S FISTS. So compact it can be put elbow- 
close on the job. No wandering around to use it. No lost time. It’s handy; so, it’s appreciated. 
No servicing at all. The Dispenser contains no moving parts. Just unlock it. It takes the 
Refill Cartridges of interfolded tissue instantly. Dispenses them one-by-one without waste. . . 
and at a great saving. A lot more safety for a lot less money. 


Each carton (6 Refill packets of 800 jumbo-sized 
sheets) is a 4,800 sheet attack on dust, dirt, lint 
and smears that can pay for itself a thousand 
times over. Yet each carton costs only $8.40. 
[Magix fens se And the Dispensers cost only $2.50. 


R LENSES EASIER 
POLISH At Be MORE LASTING 


BRIGHTER, FAS 7 ’ 
Go Modern! Go Magic! The proved value to 


— you in safety, in morale, in convenience, in 
economy and in production is testified to by 
the most exacting users in the United States. 

Simpler safety, and better production, is yours 

for the asking. Wire or write us, or order 

through your Safety supplies jobber today. 

Complete your installations now. 


IN A NEAT, COMPACT DISPENSER 


f ( ke 
ee SILICONE TREATED 


The Silicone Paper Company of America, Inc. 





General Offices: 230 Park Avenue, New York 17, N. Y. 


Circle No. 8 on reader service card for more information. 
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Gimmick of 
the Month 





TWELVE HANDS must hit 12 buttons before this deck-lid press will operate. Arrows 
point to eight of them: four others are on the other side. 


Six-Man Press Control 


WHEREVER TWO OR MORE MEN MuST work together on a potentially hazardous 
job, the problem of coordination sneaks in. If teamwork isn’t smooth or 
signals get fouled up, somebody zigs when he should zag. Possible result: 
an accident. If you have ever tried to work out a foolproof method of 
setting up a two-man machine operation, you can appreciate the head-ache 
that a six-man press presents. 

Safety men at the Grand Rapids, Michigan, plant of Fisher Body Divi- 
sion (GMC) wrestled with that puzzler. Their solution to it is pictured 
above. The giant press pounds out deck lids for General Motors cars, and 
it takes 12 hands to keep it going. That means there are 12 chances for an 
accident every time the ram descends. Fisher Body’s answer: rig the con- 
trols so that every hand must be on a control button before the press will 
operate. 

Unless every man is clear of the danger zone, the press won’t work. Of 
course, the teamwork problem isn’t solved by a safeguard like this one. 
The hazard is removed all right, but unless the operators learn to synchron- 
ize their movements, the production rate will scrape bottom—only one hand 
out of 12 that doesn’t hit the button at the right time will gum up the 
works. But it’s far better to rely on coordination for production than for 


safety. 


A GIMMICK, in case you’re wondering, is a device 
used to perform a trick—the trick in this case being 
to prevent accidents. Want to share your safety 
gimmicks with other safety men? Then send them 
in, complete with drawings, photos and anything 
else needed to show how they work, to the editor, 
OccupaTionaL Hazarps, 1240 Ontario St., Cleveland. 
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Beware of 


Under-Cover 


Enemy! 
the industrial evil that 
+ Slows Your Production 


+ Steals Your Profits 


GRANTED: Everyone wants to 

keep America’s production facil- 

ities moving at top speed to help 

preserve our democratic way of 
life. 


GRANTED: Efficiency 
in plant operation 
means less waste and 
more profit for all con- 


i\, 4 cerned. 

THEN WHY TAKE IT 
FOR GRANTED that a certain 
portion of man-hours must be 
sacrificed to the dispensary or 
the sick bed because of exposure 
to industrial hazards —and the 
absenteeism that follows? 


MILBURN PLY-GARB and 
PLYGLOVS can help 
remove ‘‘Exposuritis”’ 
from your payroll. This 
durable plastic fiber 
woven clothing protects 
the worker from the 
most commonly used 
acids and solvents — 
gives him a comfortable, safe 
feeling — may actually increase 
his productivity. And this “ounce 
of prevention” costs much less 
than the “pound of cure.” The 
MILBURN PLY-GARB life- 

line clothing covers the 

worker from top to toe. 


Inquire today into the 

MILBURN METHOD 

for Plant Safety! A 

Free Survey of your 

industrial operation 
that will show how you can 
better your working conditions, 
and increase your profits. 


THE 


MILBURN 


COMPANY 
Detroit 7, Michigan 


Also makers 
of PLY CREAMS to guard 
against Industrial Dermatitis 





U4 


Call the Milburn Jobber in your area 


Circle No. 9 on reader service card. 








SAFETY 





COMFORT 





... for Greater 





STYLE 


DURABILITY 





made in 
EYE SIZES 
BRIDGE SIZES 


TO FIT EVERY WORKER AND 
EVERY WORKING CONDITION 





You can rely on CESCO if 


Safety Goggles for: 





% Impact resistance 

% Shock-proof durable construction 
% Correct fit 

% Good looking, modern design 

% Simple lens replacement 

for Information about CESCO’s complete line 


of Safety Goggles see your CESCO distributor 
or write... 


CHICAGO EYE SHIELD 












EXCLUSIVE 
COMFORT-BRIDGE 
The patented CESCO 
COMFORT-BRIDGE is a re- 
placeable unit. It distrib- 
utes the goggle weight 
evenly across the nose for 
‘floating’ fit. Seals nose 
area for full protection. 





No. 380 Wire-Mesh Side Shield 
Comfort-Bridge Goggles. Also avail- 
able with clear plastic or leather- 


padded side-shields. 











No. 371 Sturdy, non-flammable 
plastic frame Goggles. 





OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Detroit, East Orange, 
Houston, Los Angeles, Montreal, Philadelphia, Pittsburgh, Seattle, St. Louis, St. Paul, Toledo, Tulsq 


Circle No. 10 on reader service card for more information. 
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HEARING TESTS... 


Your Best Defense Against Accidents Caused by Hearing Defects 





Testing workers’ hearing when they come to your plant enables you 
to place them where they can serve you best and safely. Also, it enables 
you to detect failing hearing in valued employes and, by recommending 
hearing aids, to extend their period of useful, experienced service. 


Sonotone enables you to make hear- 
ing tests at lower cost, thanks to the 
new Portable fPure-tone Screening 
Audiometer, Model 30, now offered at 
the low price of $199. It combines sim- 
plicity, dependability and ruggedness 
of construction. It covers the frequency 
range from 250 to 8000 cycles per second. 
Self-contained batteries provide a full 
year of service. A companion instru- 


Sonotone Quality Audiometer For $199.00 


ment, Model 30AC, is available for plug- 
ging into AC power line outlets. Both 
models accepted by the Council on Phy- 
sical Medicine of the American Medical 
Association. 


A deaf person is more liable to acci- 
dent than one with normal hearing or 
one wearing a hearing aid. Protect your 
workers with periodic SONOTONE 
AUDIOMETRIC hearing tests. 








SONOTONE | 


CORPORATION | 


Elmsford, N. Y. 


a: ae | 


Circle No. 11 on reader service card for more information. 





Send complete information on new Sonotone Audiometer—portable 


(J, power line inodel [], Sonotone Hearing Aids (7. | 
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SALT 
TABLETS 





In the handy 
throw away dispensing carton. 


In three types — (1) popular enteric 

coated tablet (eliminating risk of 

nausea), (2) salt plus dextrose, and (3) 

plain salt tablets. Disposable cartons 

in two sizes — economy dispenser of 

1,000 or handy 500-tablet dispenser. 
WRITE FOR CIRCULAR 


B. F. McDONALD C0. 


Manufacturers & Distributors 
of Industrial Safety 


Equ pment 






5721 West 96th Street 
Los Angeles 45, California 


Other Offices in San Francisco & Houston 


Circle No. 12 on reader service card. 
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Safety Views and News 












LOOK OUT OLD MAN—you are more likely to get hurt 
than the young fellows you work with. That’s the 
advice of Robert Howe, head compensation man for the 
Kemper insurance group. Older workers are chief vic- 
tims of mishaps in the last year. Suggested cure: check 
floors and minor obstacles which might cause trifling 
injury to younger men. 


A FALSE IMPRESSION is given about sunglasses in an article in June 
Reader’s Digest, says Bausch & Lomb ophthalmic research director Freder- 
ick W. Jobe. He blasts the statement that any sunglasses will give adequate 
protection if the lenses are dark enough to screen out 80% of the light. 
Longtime study has shown, he states, that only quality lenses can provide 
distortion-free, safe vision. R. D.’s article was based on tests that just 
couldn’t produce dependable results. Moral: steer clear of inferior sun- 
glasses. 


NEW MILLIONAIRES, plants which recently celebrated 
1,000,000 manhours without lost-time accidents, are: 
Celanese Corp. of America’s Lanese plant at Burlington, 
N. C.—winning a plaque from its insurance carrier; and 
Philtex (Phillips Petroleum Co.) Experiment Station, 
Phillips, Texas. 


BACK TO SCHOOL days will call safety men to the campus too. The campus 
being that of Pennsylvania State College at State College, Pa. The attraction 
is the fourth annual Industrial Safety Institute, to be held the week of Sep- 
tember 17-21. Leaders from various industries will head up lectures and 
discussions on a wide variety of safety and health topics. You’re eligible 
for the course if safety is your job—and if you have the $20 course fee. 
Contact Prof. Amos E. Neyhart at the college’s Institute of Public Safety 
for full facts. 


1,868 MEMBERS of the Wise Owl Club of America can 
thank their lucky glasses that they are not blind. To 
qualify as a member of the group, a worker must show 
proof—usually damaged glasses—that they saved his 
eyes. Dr. Leonard Greenburg, chief of New York’s In- 
dustrial Hygiene and Safety Standards Division, esti- 
mates that the 1,868 memberships have saved the 329 
plants in which they were won close to six million 
dollars in compensation costs alone. 


BEFORE HIRING YOUNGSTERS, better check with your local Dept. of Labor, 
Wages and Hours office. Some jobs have been tagged as too hazardous for 
kids under 18. Running—or even riding on—a freight elevator is one of 
them. Helping on a truck is another. Best protection is a state employment 
and age certificate in all states but Idaho, Mississippi, South Carolina and 
Texas. In these states, federal certificates are issued by Wages and Hours 
offices. 


MOBILIZE LIGHTING KNOWLEDGE will be the theme of 
the $2500 Merit Award Competition to be sponsored by 
the fourth International Lighting Exposition. Anyone 
who installs or uses industrial and commercial lighting 
can enter. The exposition will be held in Cleveland, 
May 6 to 9, 1952. Get your entry blank and official rule 
booklets from: Merit Award Competition, International 
Lighting Exposition, 326 W. Madison St., Room 818, 
Chicago 6, IIl. 
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ao [nlere’s Two Reasons Why Im 
Rec yO — Still Alive and Kicking” 


Says Frank Kramer, Bridgeman, U.S. Steel’s American Bridge Company 






























































| was working on a bridge job in Ohio, 
when this happened. Except for two 




































































A drift pin dropped ‘from 60 feet above 
picked my head for a target. It was have bashed my skull . . . but Skullgards 





That pin struck my Skullgard. It would 


reasons, that would have been my last job. coming like a bullet. Somebody yelled, are tougher. The pin bounced off. 
but there was no time to duck. 
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Bad luck wasn’t through with me ... that 


It knocked me right off the bridge beam. The boys grabbed the safety line and 


pin struck an I-beam, bounced back, and 
hit me full in the face. It felt something like 
getting kicked by a horse. 


The undertaker was reaching for me 
again, but | fooled him a second time. 
Had my safety belt on. 


hauled me up. I had a bloody nose . . . 
that’s all. Skullgards and Safety Belts 
have got my vote for man’s best friend 





This true story—from the many in the files of American 
Bridge—explains why the company invests thousands of 
dollars annually in safety hats and belts alone. The 
equipment is bought for protection—but it pays extra 
dividends in production, through the added confidence 
that it gives to every worker. 

American Bridge management says, ‘““We are sold on 
safety hats .. . and so are our workmen. There is no law 
that compels them to wear Skullgards, but most men 


MINE SAFETY APPLIANCES CO. 


BRADDOCK, THOMAS and MEADE STS., PITTSBURGH 8, PA. 


At Your Service 
54 BRANCH OFFICES IN THE UNITED STATES AND CANADA 


ever since. 


would no more think of going on the job without helmets 
than of working in their bare feet. Once a man has seen 
how a helmet can save a life or prevent serious injury, he 
doesn’t need urging to wear one.” ’ 

M.S.A. Skullgards are safety-engineered for maximum 
protection ... carefully designed for maximum wearing 
comfort. Choice of several types of linings, that can be 
easily removed, replaced, and adjusted for any head size. 
For complete details, ask for Bulletin DK-15. 


Call the M.S.A. man on your every 
safety problem . . . his job is to help you. 





Circle No. 13 on reader service card for more information. 
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No. 703—Saddle oxford in 
brown and white elk. 


No. 704—Moccasin oxford, 
brown elk with embossed 
woven vamp-patch; 

10/8 cuban heel. 


No. 705—Moccasin loafer, 
brown elk with embossed 
woven vamp-patch. 


No. 706—Buckle-strap loafer, 
brown elk with elastic-gored 
tongue. 


safe on the job 


smart. on the street 
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it’s a cinch to get women to wear these new 
Lehigh Ss afe ty sh oes Order sample pairs today for display where | 


your women employees can see them. 
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all styles 


Kidskin lining, Lockrim steel toe box, 9-iron 
leather soles, fine McKay Welt construction. 


in stock widths: sizes: 


A 5-10 
B,C 4-10 
D 3-10 


(No sizes 914) 
free: Educational poster shows women how to dress for 
work. 12x 18. No advertising. Send for quantity you need. 


Circle No. 14 on reader service card for more information. 
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“C” Chart Highlights 5 Years’ Accident Causes and Cures 
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Safety Control Charts Do Work 


We got a flood of letters 
about the article on statis- 
tical quality control that 
we printed last November. 
Many of them were com- 
plimentary, some sceptical 
—and the rest just inter- 
ested in hearing more about 
this accident-record system. 
So we asked T. Ralph Lead- 
beater, safety director at Ford Instrument 
Co., division of The Sperry Corp., Long Island 
City, N. Y., to tell us of his practical experi- 
ence with quality control charts. He’s used 
them for five years. In addition to his duties 
at Ford, Mr. Leadbeater is an associate pro- 
fessor at N. Y. U.’s Center for Safety Educa- 
tion, safety editor of Supervision Magazine. 
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WE HAVE USED SIMPLE CONTROL charts (like the one 
shown above) in our safety work for five years now, 
and we find that they are big helps in two ways: 

@ They enable us to forecast serious accident frequency 
upswing. While lost-time and other serious accident 
frequency can be plotted on the “C” chart, we use 
minor accidents at Ford, because they give a better 
plant-wide accident picture. Besides, serious accident 
frequency has a habit of making upward swings follow- 
ing periods of increase in minor accidents—usually two 
to six months after minor accident frequency upswings. 
This pattern has convinced many safety authorities that 
minor accident experience can reasonably predict seri- 
ous accident frequency: that’s why we use the minor 
accidents—which may not cause much trouble them- 
selves—as the basis for our control chart statistics. 

@ They are easily understood by management men who 
must support accident prevention work. Management 


Continued on page 54 
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When it’s time 
for everyone else to 


quit work, that’s when 


The Watchman 
Takes Over 


THERE’S AN OLD MAN MISSING FROM the industrial scene. He’s the gaffer 
you used to see snoozing in a battered chair just inside the plant entrance 
after closing time. He was a nice, friendly fellow who had put in a lot of 
years with the company, started when the whole place was just that little 
shed where the shipping department is now. 

But it’s a lucky thing for you that he has gone. Because, about two- 
thirds of the time, he—or several more oldtimers like him—was the sole 
guardian of your entire plant. Millions of dollars in productive capacity, 
hundreds of jobs were left to him for safe keeping. 


’ ’ The antiquated clock-puncher is gone because 
What Kind Of A loyalty—though it is a most desirable quality— 
Man Do You Need? is not sufficient qualification for the job of 

protecting the nation’s industrial wealth. 
Your plant guards may be called on only once in a lifetime to avert trag- 
edy; but they must always be ready for that moment. And when that 
moment comes, seconds will determine their efficiency. In a matter of 
minutes a plant that has taken years to build can be destroyed. Along 
with it will go resources needed today more than ever and the livelihood 
of hundreds of families. Plant protection calls for men who are old enough 
to have sound judgement—in an emergency, only the first decision will 
count—but young enough too for the physical stamina and alertness 
required by the job. They must be intelligent, honest, conscientious. In 
the face of present conditions, the watchman must be on the lookout for 
sabotage attempts as well as fire hazards and burglaries. 
When you leave a watchman in charge, you are turning your job, that 
of every worker in the plant, and the plant itself over to him. Be darn 
sure that he’s the kind of fellow you can trust with them. 


The first thing to impress upon a new guard 

What Must The or watchman is the importance of his job. 
Watchman Know? Next, he must be familiarized with all manu- 
facturing and processing operations. Call 

special attention to hazardous places: make sure he knows how to cope 
with the trouble that each might cause. He should carry a blueprint of 
sprinkler valve and fire alarm locations in his head, as well as in his 
pocket, and must be schooled in the operation of emergency aid equip- 
ment. Other skills needed: first aid, fire fighting, security agent, investi- 
gator and reporter. In short, the watchman is a troubleshooter. 
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GATES AND DOORS to the outside are secured 
at the start of the watchman’s shift. Then he 
studies any special orders for the day. 


Photos, Factory Insurance Association 
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SPECIAL FIRE equipment — pumps, open 

sprinklers, foam installations—are checked 
over. In case of fire, he starts pump and other 
devices. 
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HAZARDOUS PROCESSES call for special ati 
tention. Driers, furnaces, heaters must Db 
left in safe condition and flammables properly 
stored. 
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NEW IDEAS... NEW FACTS...NEW CATALOGUES 
NEW PRODUCT INFORMATION 


Please send me additional information and literature on items circled below. 
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FIRST AID fire apparatus is kept ready to use. 
Watchman knows its location, understands its 
proper application and is ready to use it. 


THE RIGHT EXTINGUISHER is always kept handy, and Sgt. Mongeau sometimes 
has to use them. By covering all plant areas in his rounds, he can catch incipient 
fires before they spread. 
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ROUNDS are made punctually and completely, 
trips recorded at each station. Mongeau keeps 
an eye on neighboring properties too. 


EXTINGUISHER USE must be taught new men, and Sgt. Mongeau—being thorough- 
ly trained in all phases of fire-fighting and emergency aid—takes time to help in 
instruction sessions for them. 
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Sergeant Mongeau is responsible for property worth millions of dollars 


HERE IS ONE OF THE MEN who has taken the old clock- 
puncher’s place in industry. He is guard sergeant Albert 
F. Mongeau of New Departure Division (GMC), Bristol, 
Conn. From the time he waves good-night to plant pro- 
tection chief Frank Wilder (top left) until he turns his 
daily report over to him the next day, Sgt. Mongeau 
represents security to New Departure management. 


He should: he was selected carefully to measure up 
to the standards of efficient watchman caliber; he was 
trained in the many subjects about which he must make 
decisions—fast, correct decisions. Sgt. Mongeau knows 
what to look for, where to look for it, and what to do 
if he finds it. 

This isn’t just a lucky chance. He has received speci- 
fic instruction for his work, he is furnished adequate 
equipment and—most important—he has complete man- 
agement support in his duties. His route has been care- 
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fully planned to cover the plant thoroughly, and 
watchman’s stations installed to record his coverage. 

You can’t fool Sgt. Mongeau on his job requirements. 
Answers to questions like these are filed in his mind, 
for quick use if needed. Can your watchmen give fast, 
accurate answers to them? 


e What is the fire department’s phone number? 


e What is the first thing you would do after sending 
in a fire alarm? 


e When do you shut off a control valve after a fire? 


e What type of extinguisher would you use on a rub- 
bish fire? On an electrical fire? 

The first round is the watchman’s most important 
one. Let’s follow Sgt. Mongeau around on it: maybe 
the photos above can give your watchmen a couple of 
pointers. 





Hearing defects cause accidents, just as vision defects do. 


You check eyes and help furnish correction, so... 


Why Not Ears Too? 


GEORGE HARMON NEVER HEARD of decibels—the units for 
measuring the loudness of sound—but they nearly cost 
his life. He was an experienced shipping department 
supervisor: the last man in the plant you’d expect to 
back right up into a moving fork truck. But that’s ex- 
actly what he did. The arm fracture and lacerations he 
sustained laid him up for five weeks. How did it hap- 
pen? Harmon didn’t hear the warning horn. 
Follow-up investigation showed that Harmon had 
previously snafued instructions, was sullen and irascible 
for no apparent reason. A check on his hearing dug out 
the reason—a 50 decibel hearing deficiency. Not a seri- 
ous loss, but enough to nearly spread him beneath a 


y Audiometric 





truck’s wheels. Harmon hid his defect, covered up for 
fear of being sacked. He’s back on the job today, thanks 
to a hearing aid. 

The only fact changed in this short story is the name 
George Harmon. That he has lots of company in plants 
across the country is realized by progressive safety men. 
How much company? Check these estimates: 


e Dr. C. Stewart Nash, President of the American 
Hearing Society, was quoted in 1946 as stating that be- 
tween 7 and 14 million Americans suffered from some 
type of hearing impairment. Taking only the lower 
figure still leaves about one out of every 21 persons 
with a hearing loss. 


screening will identify likely accident bets and 
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hearing-aids may help restore them to 100% efficiency 


e Another fact-based estimate: the Veterans’ Admin- 
istration paid hearing disability payments to more than 
43,000 W.W. 2 veterans in 1947, expect that number to 
top 200,000 by 1968. 


e About 800,000 people are now wearing hearing aids. 
Probably twice that number need them. That’s another 
1947 estimation of the scope deafness problem. 


It’s a matter of guesswork as to how many of these 
people are employed in industry today, how many will 
be in future years. Because hearing loss is frequently 
gradual in nature, you may have a George Harmon in 
your plant—and he himself may not know that his 
hearing is fading. Finding it out may come as a costly, 
painful shock to both of you. But there are hundreds of 
cases of pain and cost in which the deafness, which was 
at the bottom of the whole thing, is never uncovered. 
Your compensation records probably contain a number 
of them in which the entry opposite “Accident Cause” 
reads carelessness, inadequate warning, inattentiveness 
to job, or something similar; when, it should say— 
victim didn’t hear. 


e “We don’t average more than five specific cases of 
actual hearing impairment a year,” a well-known com- 
pensation authority told us, “but I have often felt that 
some years we handle as many as 100 compensation 
cases in which hearing is involved without being iden- 
tified.” You won’t find deafness listed as an accident 
cause very often—but it’s there. 


What is your defense against accidents caused by hear- 
ing defects? Two things: 1) test workers’ hearing when 
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they come into your plant (and periodically after that 
on some jobs) so that you can place them safely; and 2) 
help them restore hearing losses with proper hearing- 
aids. 

Simple isn’t it? Just the same approach you take 
with workers’ vision: test it in pre-placement examin- 
ations, then correct defects with proper glasses. Then 
why is a safety program that includes audiometric ex- 
amination an exception in industry? 

Ignoring the fact that a man who can’t hear a warn- 
ing bell stands a good chance of getting clouted by a 
crane hook is about as realistic as assigning a man with 
poor, uncorrected vision to feel his way around a mill- 
ing machine. 

“The union wouldn’t stand for it,” said one safety 
man we asked about audiometric testing. Why? An 
audiometer expert gave us this answer: “employees 
have been afraid that hearing testing would deprive 
men of jobs, especially where they have worked for 
many years: and they are also afraid that the loss of 
hearing—when it comes apparent due to testing—would 
force premature retirement.” Actually, these feared re- 
sults often come because of failure to recognize a hear- 
ing impairment, this expert finds. “Due to accident and 
errors, an employee who doesn’t hear properly is found 
to be deficient in his work; and this causes dismissal.” 


plants who have given hearing- 


Check the experience of some > 
testing a place in their programs 
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A Few Plants Have Started Hearing-Testing Programs 


This OccuPATIONAL HazarDs survey reveals their experiences 


ONLY A HANDFUL OF PLANTS has stopped the practice of studiously pretending that a deaf worker isn’t more liable to 
get hurt than one with sound hearing. To these safety leaders, O.H. asked, “What have been your experiences with 
audiometric testing?” Their answers give a good picture of the situation, show that some fancied reactions to testing 
never materialized, indicate that there is a long way to go before examination of the ears—and safety administration 
based on that examination—reaches the level of effectiveness that eye examination has achieved. 





1 How Long Has An Audio- 


* meter Been In Use? 


Only one company’s hearing-test- 
ing experience dates back to pre- 
W.W. 2 days. The largest number— 
about 65% of the respondents—have 
started testing within the last three 
years. 


9 Whose Hearing Is 


* Examined?’ 


Only three companies could claim 
an all-inclusive program of regular 
pre-employment examinations. At 
these plants, every job applicant 
went through an audiometric exam. 
The remaining plants used one of 
two methods of determining who 
should be tested. They checked 
either 1) applicants whose ear-nose- 
throat examination indicated possi- 
ble ear trouble or hearing loss; or 
2) all applicants for jobs in noisy 
areas or for work in which good 
hearing is essential. Several re- 
sponding plants which use one of 
these two criteria intend to expand 
testing coverage to all applicants, 
soon. 


3 Do You Re-Check Hearing 
* Periodically? 


No—said 60%. The rest check 
hearing of specific occupational 
groups: most re-test annually, sev- 
eral every six months. On the an- 
nual check list in nearly all plants 
are men working in noisy areas 
(subjected to noise over 90 deci- 
bels). One plant tests hearing of 
truck drivers—both industrial truck 
and highway vehicles—and opera- 
tors of engine-testing equipment. 
Several plants report that any work- 
er can get a hearing test whenever 
he wants one. 


4. What Are Your Findings 
* On Hearing Loss? 


On the pre-employment screening 
the average number of applicants 
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with hearing deficiencies was 5%. 
While no respondents went into de- 
tail on degree of hearing loss found 
among this group, the number sub- 
stantiates the low side of Dr. Nash’s 
estimate (7 to 14 million) of the 
number of hard-of-hearing people 
in the country. These plants found 
out—in time—that one out of 20 job 
applicants brings a hearing defect 
of some kind into the plant. Unless 
that defect is considered in place- 
ment, he is a threat to his own safe- 
ty and that of his buddies. 

Periodic examinations conducted 
on workers in noisy areas showed a 
higher deafness incidence. No pat- 
tern here. One company reports 
that a small hearing loss (less than 
10%) was found in 34% of the men 
tested, more than 10% loss in 17%. 
Another plant found some degree of 
deafness in 90% of the men on the 
first annual recheck. The important 
thing to note is that hearing losses 
were discovered in these periodic 
exams: if you can catch them early, 
you can prevent further loss and nip 
a potential accident threat in the 
bud. 


5 Does Deafness Disqualify 
* A Man From Employment? 


No, was the unanimous answer. 
But it usually limits his assignment. 
Crane operators and truck drivers 
are two of the jobs usually reserved 
for men with good hearing. 

If the men who fear hearing test- 
ing because it might prevent them 
from getting a job would stop to 
think — or if a _ public-relations- 
minded safety director would point 
it out to them—all physical quali- 
fications influence work assignment; 
and industry will no more condemn 
them for having a hearing defect 
than it will for being short. A deaf 
man can’t do some jobs. Neither 
can a small man, or a fat one or one 
with poor vision. All placement de- 
pends on the applicant’s capabili- 
ties: why get scared to death about 
hearing? 


6 Do You Recommend ; 
* Hearing-Aid Purchases? 


All respondents said that they did 
suggest hearing-aids to hard-of- 
hearing workers and_ applicants. 
But that’s as far as most of them 
went. A few plants will furnish the 
name of hearing-aid suppliers; no 
plants seem to have any follow-up 
or help procedures. If a man is 
found to need corrective glasses in 
most of these plants, the medical or 
safety department would see to it 
that he got them, and might even 
pay part of the cost—or help him to 
pay for them out of payroll deduc- 
tions. Why is nothing done to help 
correct hearing deficiencies? 


7 Has There Been Any 
* Resistance To Hearing 
Testing? 


You'll be surprised at the answers 
to this one. Every respondent said 
no. When included in pre-place- 
ment examinations, it is accepted as 
a regular prerequisite to employ- 
ment. And even on the periodic re- 
checks—where trouble might be ex- 
pected—none materialized. 


8 Has Hearing-Testing Been 
* Beneficial To You? 


“Definitely. It protects both the 
worker and.us (the plant manage- 
ment) in two ways. First, it helps 
us assign an applicant to work that 
he can handle safely—and isn’t that 
why we check eyes, heart, lungs, 
etc., too? This assures the worker 
that, if he does his assigned work 
the way he is shown how to do it, 
we won't get hurt. It lets us know 
that we have avoided a possible ac- 
cident hazard. 

“Secondly, periodic re-checks 
turn up incipient hearing-losses in 
plenty of time to prevent real 
trouble. Often, slight deficiencies 


Continued on page 55 
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IT TOOK A SLEDGE HAMMER and a wedge to pry these mill 
rolls apart in case of accident. Then general foreman 
Duane Barnes, of B. F. Goodrieh Company came up with 
this device. This steel leverage bar is three feet long, has 
one end curved to fit around the front roll. By inserting 
the bar between the rolls, gripping it firmly and pushing 
you can move the front roll forward about two inches— 
enough to withdraw anything that might become stuck 
between them. The bar will pry the rolls apart about 75 
percent faster than the old wedge-and-sledge method, Mr. 
Barnes believes. 


BEFORE STARTING SAFETY meetings to discuss eye safety, 
Lee H. Schrimpf, “safety salesman” for the Texas Com- 
pany, Tulsa, asks his group to read cards like this one in 
a darkened room. Of course, they can’t do it; but they do 
start to appreciate what a blind man goes through. Then, 
they cover their eyes while he describes a Petty-girl pic- 
ture. After a couple more stunts like these, the group gets 
down to brass tacks—a discussion of eye accidents in the 
plant and a run-down on types of glasses to prevent them. 
Schrimpf has entitled his program, “As Eye See It.” 


TO EACH HIS OWN—his own gas mask, that is. Did you 
ever try to put on someone else’s gas mask and fit it cor- 
rectly in a hurry? If you have, you'll appreciate the value 
of this cabinet at West Virginia Pulp and Paper Company’s 
Tyrone, Pennsylvania, mill. It’s located in the chlorine 
plant for electrolytic-cell workers. Each man’s mask is 
hung—ready for instant use—in a separate glass-front 
locker. The name of the owner is. painted on the locker 
and each has a key to his own compartment. Masks have 
speaking diaphragms and canisters for protection against 
chlorine gas. 


ROLL—DON’T CARRY is the slogan at the Buffalo motor 
plant of Westinghouse Electric. A five-foot-long transfer 
car is used to move motor frames from roller conveyors, 
where they are stored, to the coil-winding operation. In- 
stead of lifting, the units are simply rolled off the storage 
conveyor onto the transfer car. Then it is pushed on tracks 
to the next department. There’s no danger of frames fall- 
ing: automatic stops prevent their movement until the car 
and conveyor are lined up. A bumper-lever connection 
raises and lowers stop plates. 
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FOSTER PARENTS of the new press guard pose for a proud family portrait. 


Birth Of A Press Guard 


ACCIDENT FIGURES SHOW THAT MOST power press acci- 
dents occur when workers get their hands caught be- 
tween the die and descending ram. To prevent this 
type of accident, you have to make it impossible for the 
operator to get his hands in the danger zone. An effec- 
tive guard is one that.the operator can’t get around— 
either unconsciously or deliberately. 

That’s the theory, and it sounds deceptively simple. 
Actually, the problem of press guarding and of press 
accidents dates to the development of the machine. 
Every operation on each kind of press presents a new 
puzzle, keeping safety men in a continual process of 
revising their safeguards. Failure to consider every 
phase of the job, feeding and ejection requirements, and 
the allied factors of lighting and housekeeping can re- 
sult in permanent injury or death. 


Protect The Operator In Spite Of Himself 


Even after you have licked the mechanical problems, 
you still can’t be assured that your guard is unbeatable. 
“Remember that more than four out of five industrial 
accidents are caused by human—not mechanical—fail- 
ure,” says J. J. Elwood, Safety Director of Thompson 
Products, Inc., Cleveland. “We can’t overlook the im- 
portance of the operator. He can’t possibly be careful 
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alone. He needs help. Help from management, the 
safety man, the tool engineer, the methods man, the 
maintenance man, the department supervisor, the press 
manufacturer and everyone who has anything to do 
with his job. It’s human to make mistakes, and the 
operator is human. It’s our job to protect him in spite 
of himself.” 

Thompson Products has a battery of 24 big presses 
running full time. Guarding them is Elwood’s big prob- 
lem; he has lots of help. Developing adequate press 
safeguards at Thompson Products, like other phases of 
every good safety program, is a team job. 

The entire team knows that to be acceptable, its 
guards must think for the operator. “You just can’t ex- 
pect him to perform several thousand identical opera- 
tions each day without momentarily wandering,” says 
Elwood, “and one careless motion during a mental lapse 
may be a crippling one.” 

Here is one example of how the Thompson Products 
team works to come up with a fool-proof guard: 

About two years ago, Jim Cecora, general foreman of 
the press department, and tool engineer Bailey Pepoy 
devised a hand-operated safety block and equipped all 
presses with it. The block (see photo at right) ran on a 
track: when the operator opened the back gate for die 
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Birth of 








TO GET AT THE WORKING AREA OF THE PRESS, YOU MUST: 


First press stop button (A) 
Then press safety block operating button (B) 





This actuates the sol- 
enoid valveand pushes 
the steel block in be- 
neath the ram. 


The block opens Mi- 
croswitch (C) which 
cuts the press power 
and releases the lock 
switches (D) on all 
gates (1, 2, 3). 










AIR CYLINOER 


METERING VALVE 
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The lock switches re- 
lease the pins (E) per- 
mitting the gates to 
“<4 4. be opened. 











Before the press can 
be started up again, 
all gates must be shut. 


Then the block can 
be automatically 
withdrawn. In the 
“out”? position, the 
block contacts a Mi- 
croswitch (F), per- 
mitting the drive 
motor to start. 
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BABY does the thinking for operator, thanks to Microswitch brains. 


th of this brain-child was a family affair. The new guard 


ended work days for the old my 


adjustments, a cable pulled the block under the ram. A 
connected shield slid over the foot-pedal at the same 
time, so that the press could not be accidentally oper- 
ated. 

It was a good guard—good enough to set a 14-month 
accident-free record. But, it had a flaw. It didn’t do the 
operator’s thinking for him. When working from the 
front of the press, the operator might forget to slide the ° 
block into place. And, one day, a man’s mind wandered 
momentarily. Result: one finger and the third joint of 


WHEN REAR 
GATE OPENS... 


a hand lost. 

Cecora went to work again, assisted by Pepoy, Ben 7; : 
Warman and Al Barkley of Perry Cooley’s process de- .- hele @ eis) 
velopment department, electrical boss Fred Grossman UNDER RAM... 


and electrician Bill Wiencek of the safety department. 
Their aim: to develop a fully automatic guard, one 
whose mind would always be alert for the moment 
when the operator’s mind wasn’t. 


...AND COVER 
SHIELDS PEDAL 


A Guard Whose Mind Doesn’t Wonder 


The product of this team’s labors (see drawing 
above) was unveiled recently, installed on a single-ac- 
tion press with a progressive die. Reel-fed, flat stock 
feeds automatically into position over the dies. All 





Continued on page 50 
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PROTECTION 
at amazing low cost 


“Woven-Gards” are hand pro- 
tectors, mitts, pads and sleeves 
made of a new long wearing 
safety material. They provide 
flexibility, comfort, resistance 
to abrasion and cutting far be- 
yond that of anything used be- 
fore. They are extremely oil-ab- 
sorbent and do an excellent job 
when handling oily, slippery 
sheets. The porous weave makes 
them one of the finest protectors 
for handling lower tempera- 
tures. Enthusiastic users say 
they have never seen values like 
“Woven-Gards.” Excellent pro- 
tection at lowest cost. Send now 
for descriptive folder and prices. 


Industrial Gloves Co. 


A Corporation 
1820 Garfield St., Danville, Ill. 
(In Canada: Safety Supply Co., Toronto) 


Steel Grip 


INDUSTRIAL 
Saf 


Apparel 





fs 
Circle No. 15 on reader service card. 
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What’s Wrong With Executives? 


Life Extension Examiners 
checked 2,000 of them, found 
that... 


22.4% were over- or under- 


weight 

15% had abnormal heart 
conditions 

13.5% had high blood pres- 
sure 


12.1% had uncorrected vision 
defects 


6.2% had rectal disorders 
4.5% had hernias 

3.7% had defective hearing 
3.7% had prostate disorders 
3.5% had abnormal blood 


counts 


Is Your Brass Tarnished? 


DON’T ENVY THE PLUSH-CHAIR AND carpeted-office boys: chances are, that 
physically they are in worse shape—as a group— than any other segment of 
your plant population. Evidence of this fact are the statistics given by Life 
Extension Examiners, a private clinic that examines key men on a fee 
basis: of 10,000 executives—with an average age of about 454%—only 11.2% 
were considered in normal health. 


That management men are subject to abnormal wear-and-tear is shown 
by other studies too: 


e46% of 1043 supervisors examined showed some pathological condition. 
In all, 669 disorders were turned up in the group. 

Another company gave a check-up to 228 management men, found 97 of 
them had defects—44 of them were serious. 


Conclusion from these studies: industry should set up some kind of 
program to keep tabs on the health of its key men. So far, not many of 
them do. The total number of executive examination programs in North 
American business is estimated at 400. 


e How can such a program be set up? Metropolitan Life Insurance Co. has 
some guides for you. They were obtained by surveying progressive com- 
panies for details of their programs. Of 118 questioned, 86 had some kind 
of periodic check-up for executives, and 17 made it compulsory to take 
them. 


Why examine executives? Industry puts a lot of time and money into 
training its key:men. Failure to insure this investment with a preventive 
medical program is foolish economy. In lots of cases, periodic examinations 
have revealed previously unknown physical defects: catching them early 
makes treatment easier, more beneficial. Especially in small companies, 
where fill-in management personnel is rarely available, losing one man 
can jam up the whole operation. 


Who should be examined? All management men ought to be included; 
but, because of the expense, some companies limit it to top executives. 
Still, 23 out of 54 companies offer the periodic examination to the foreman 
group too. 


Continued on page 47 
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| Hoor Jafely 


Get this important 
new booklet on 
floor safety! 





Wh FREE 


—whether you want just one copy or a 
large quantity for distribution. 

This 20-page illustrated booklet, 
“FACTS ABOUT FLOOR SAFETY,” 
gives new and invaluable information 
on maintaining safe floors. 

@ Provides little-known facts about all 
aspects of floor maintenance ... and offers 
important safety tips. 

@ Sets down for the first time many of the 
common mistakes that cause floor accidents 
—in the section on “Danger Points.” 

@ Gives complete procedure for safe cleaning, 
finishing and daily maintenance of most all 
types of flooring. 
® Comes in a handy 5 x 7 pocket size. Easy to 
carry around for quick reference. 


vohnsons 
Shur-trea makes 
Hoors ext Safe! 


Shur-tred puts an end to most slip complaints 
once and for all! Positively reduces slip hazards 
on every type of flooring. And... 


® Shur-tred has all the qualities of the finest 
no-buff floor finish. 


® Shur-tred requires no change in mainte- 
nance procedure. 


JOHNSONS - 


4 Shur: tred 


5 moon yiNiee 
Sigp-catuaraaee 


4 
a 
RE : 





No other safety finish offers this combination of 
features: not tacky or gritty... brightest shine 
... toughness... wet-mop-proof ... full protection 
-..easy application...quick drying. 








AS—. * “ee 
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This booklet, in the hands of 
anyone who has anything to do 
with the care of floors, is bound 
to make those floors safer! 


Mai/ coupon now! 


Maintenance Products Dept. 0H-8 
S. C. Johnson & Son, Inc. 
Racine, Wisconsin 





Gentlemen: 
Please send me the following, free of charge and without 
obligation: 
([] one copy, copies of “FACTS ABOUT FLOOR 
SAFETY.” 


( complete information about Shur-tred. 


Name 





2 — 





Organization 





Address. 





City. Zone. State. 
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Circle No. 16 on reader service card for more information. 
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is DOCKSON 
GOGGLES 


BE SAFE against sparks, dust 
particles, chemical splash and 
fumes, glare and injurious rays 
with DOCKSON GOGGLES in 
more than 20 models and a full 
line of modern lenses for all 
hazards. 





BE COMFORTABLE with smooth- 
sitting DOCKSON GOGGLES. 
Excess weight is engineered out. 





BE ECONOMICAL, get longer 
use from DOCKSON GOGGLES, 
“BUILT FOR BETTER SERVICE”. 











THERE IS A DOCKSON DISTRIBUTOR 

/ NEAR YOU — Let us send you his 

/ = mame and our complete catalog of 
DOCKSON HEAD AND EYE 

Ly PROTECTION. 





Circle No. 17 on reader service card. 
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Product Information 





PRIME CIVIL DEFENSE NEED is adequate stocks of medical 
and first-aid supplies distributed throughout the plant. 
An easy aid to setting them up is the Dural Mobile 
First-Aid Unit 100: it’s a complete store of supplies in 
a sturdy case that can be mounted for immediate access. 
Each case will take care of 100 workers. The whole 
thing weighs only 37 pounds. A free brochure describes 
contents, gives prices and healthly industrial discounts. 
Circle No. 101 on reader service card for more information. 


RUST AND SANITATION just don’t go together. If you want a clean plant— 
one that can be kept that way without housekeeping costing a fortune—you 
have to prevent rust. How to do it is shown in Rust-Oleum Corp.’s new 15- 
page booklet. It gives full facts plus samples of many bright colors for all 
industrial applications. 

Circle No. 102 on reader service card for more information 


AN EXTRA EYE to eliminate troublesome accident 
sources, is the way the Haas Miller Corp. describes its 
Magnalite. It provides 1) on-the-job illumination, 2) a 
five-inch magnifying lens, and 3) a plastic safety shield 
—all on an easy-controlled standard. Folder free. 

Circle No. 103 on reader service card for more information. 


ONLY KNOWN CURE for athlete’s foot is to throw away your shoes and run 
around barefoot, says Foam-X. In case that isn’t practical, you’ll want to 
see a short and simple explanation of the way to rid your plant of his 
scourge. It’s free. 


Circle No. 104 on reader service card for more information. 


WHAT’S UNDER THE FLOOR? Your answer has a lot to 
do with the life, smoothness, shock and sound-deaden- 
ing qualities of your rubber and asphalt tile floors. 
Take a look at the Flintkote Co.’s new folder: it will 
give you some helpful information on the subject. 

Circle No. 105 on reader service card for more information. 


PREPARE YOUR PLANT now for atomic attack. How to do it is the subject 
of a 32-page illustrated booklet that Walter Kidde & Co. is offering free to 
all plants. It gives all background information and how-to-do-it facts to 
help you set up your civil defenses. 

Circle No. 106 on reader service card for more information. 


A COMPLETELY NEW IDEA in floor matting is claimed by 
Ace Hose & Rubber Co. for its Lite-Step, a mat that 
combines corrugated rubber on a sponge-rubber base. 
The result: rug-like comfort on even concrete floors. 
Want more facts? They’re yours on request. 

Circle No. 107 on reader service card for more information 


THE LAW REQUIRES that warning signal lights be placed wherever your 

vehicles make emergency stops. Emarco Corp. has developed the Thoro- 

Flare for this—and a dozen other safety uses. Clever feature of the light 

is its no-switch construction. Emarco wants you to have its colorful bro- 

chure, showing numerous applications and other advantages of the unit. 
Circle No. 108 on reader service card for more information. 
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Getting ready 9 is important for this welding job When it’s finished 


y 





i, 


RADIATION: | at 


DANGER ZON] 
KEEP OUT 





PERMISSION to do the job must be got- 
ten from radiation engineer. Welder gets 
monitoring devices, learns how long he 
can stay in radiation zone. 


Housekeeping In Revs 





PLANT THE IDEA OF HOUSEKEEPING AND Sanitation programs is | 
HOUSEKEEPING to clean the dirt out of it. Oh yeah? Not at General 
Electric Company’s Hanford Works, Richland, Wash- | 


ington. There, G. E. spends a lot of time and money to keep the dirt from 
getting out. The dirt is, of course, refuse, dust or even air that might be 
contaminated by radiation—the rays given off by the high-powered stuff 
produced in the plant. You can’t see radiation, and you can’t hear, smell 
or feel it; so sanitation and personal protection methods require rigid ob- 
servance of safety rules. Safety calls for know-how on the part of every 
worker. 

Take the case of a simple maintenance welding job, for instance. In 
many plants, the welder would simply haul his gear to the job site, check to 
make sure that all flammable materials are out of the way, that an ex- 
tinguisher is handy, and go to work. Not at Hanford. The steps pictured 
here are only part of the procedure that welder Roy M. Fowler goes through 
to comply with safety rules. 

Before he can even pick up a rod, Fowler must get a special work 
permit. The permit is issued after a careful study has been made of the 
F conditions surrounding the job: it lists the precautions he must take while 
PROTECTIVE CLOTHING is specified in in the radiation danger zone and specifies the protective clothing he must 





Z 


work permit. Welder picks up overalls, wear. 
gloves, rubbers, hat that have been How long he can remain in the zone is also stated on the permit. On 
sent from decontaminating laundry. some jobs, this time limit may be only a few seconds. If that’s the case, a 


whole crew of men stands by—each takes a turn to complete the work. 
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Housekeeping approach is 


reversed at G. E.’s Hanford 


Works. When radioactive 


stuff is involved, you 


keep the “‘dirt”’ inside, 


instead of throwing it out 


Reverse 


As a check on radiation exposure, 
Fowler is given three types of radi- 
ation detecting devices: a badge 
containing a dental-type film; a 
finger ring with the same kind of 
film in it; a set of pocket ion cham- 
bers called pencils. All three are 
checked to determine how much 
radiation he has been exposed to. 

When he has been checked out on 
the permit—and that means a de- 
tailed discussion of the job with his 
supervisor—Fowler picks up _ his 
gear. Two pairs of coveralls to 
keep radioactive contaminants off 
his skin; an under-cap of canvas, 
instead of the knitted beanie he us- 
ually wears; heavy rubbers over his 
safety shoes; rubber gloves: that 
covers his body except for his face. 


A regular welder’s hood would 
leave little room for the face mask 
Fowler must wear to protect his air 


Continued on page 50 
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finished, safety calls for clean-up procedures like these 


ALPHA RAYS are checked with a “’pop- 
py” by radiation inspector. Welder takes 
off rubbers on paper mat that is check- 
ed, discarded when contaminated. 








CLOTHING goes to plant-operated de- 


contamination loundry. It is removed by 
grasping from inside to prevent contam- 
ination by contact. 





y 





BETA AND GAMMA rays are sought by 
Geiger-counter detector. Note rack of 
ready masks at left: they have been 
cleaned after use. 





FIVE-FOLD checks on backs and palms 
of both hands plus shoes is done by 
hand and shoe counter before welder 
leaves the work area. 
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Mic O 1-inch Adhesive Compress 
brings you all these features 


% LONGER ... the longest made... 3%”... fits 
around and overlaps big knuckles. Won’t peel 
up on ends. when hands get wet or sweaty! 
NON-RAVEL PAD ... no loose threads in wound 
area... looks neat, stays neat! 
OFF-CENTER OPENING . . . with turned-back tabs to 
protect sterile pad when soiled hands open it. 
And it’s a Jarge six-layer gauze pad, a full %” 
x 1%”...all gauze, no cotton filler! Get this 
complete protection , . . ask for No. 100A. Write 
for samples. 


Medical Supply Company 
1023-8 W. State St., Rockford, Illinois 


ee cgay, 


Circle No. 18 on reader service card. 








Is your plant prepared for 


SUDDEN INJURIES? 


13,100 were fatally injured in 1949. 
1,785,000 workers were non- 
fatally injured during the same 
year. COLLAPSI-COT, the 
revolutionary new development 
in collapsible stretchers, can be 
used. . 

. « at strategic plant loca- 
tions 

- in plant courtsey cars 

. for removing workers 

from hazardous condi- 
tions 


Now, more than ever, with the threat of 
atomic warfare, it will pay you to investigate 
the many valuable features of COLLAPSI- 
COT. You can get details from—E. Frank 
Hinkamp. 


Emergency Aids Company 


3444 NORTH CLARK STREET 
CHICAGO 13, ILLINOIS 





Circle No. 19 on reader service card. 
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CANVAS HOPPER, held in 
place by a bow or expansion 
metal band, catches sand and 
soot from stack-cleaning oper- 
ation. The dirt falls to the 
bottom of the hopper. 


BLOWER removes dirt from 
hopper and disposes of it. 
Hopper bottom forms a fun- 
nel, and is connected to the 
suction side of the blower. 





SMOKE PIPES AND UPTAKES ON ships pose a rugged 


Canvas Dust Hopper 
cleaning job. About the only way to do it thoroughly 


PLANT 
HOUSEKEEPING is by sandblasting, and the close quarters makes it 


tough to keep the resulting sand and soot from flying around. John S. Winn, 
an employee at San Francisco Naval Shipyard, came up with this method 
for containing the debris: it might come in handy for some of your cleaning 
operations when you can’t utilize regular dust-collection equipment, 

The sandblasting is done by a worker suspended in a bosun’s chair. He 
wears a hood and protective clothing. 


e The hopper is a large canvas cup, held in place in the pipe by an expanded 
band or retainer ring. The band, by a series of spreader jacks, exerts 
pressure against the walls of the pipe: this makes one hopper usable on 
pipes of different sizes. The hopper tapers towards the bottom—like a fun- 
nel—to the size of a hose. The hose is connected to the suction side of a 
portable blower. It’s a simple matter to hook a flexible hose to the other 
side of the blower for disposal of the soot and sand. The same kind of 
hopper can also be used on the front end of header-type boilers for collecting 
scale when turbining the tubes. 
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For prompt safety service 
CONSULT YOUR... 
AUTHORIZED WILLSON 
DISTRIBUTOR 













ALBUQUERQUE, N. MEX.— 


Hendrie & Bolthoff Co. 
ATLANTA, GA.—Fulton Supply Co. 
BALTIMORE, MD.—Carey Mach. & Sup. Co. 
BIRMINGHAM, ALA.— 


Lightweight and ¢ 
Safety Engrg. & Supply Co. 


; BOSTON, MASS.— 
| Can be used with any WILLSON single Cutter, Wood & Sanderson Co. 

filter respirators for dusts, mists, gases, Sanne te N. Y.—American Allsafe ‘es 

: ., . UTTE, MONT.—Montana Hardware Co. 

| vapors. Available without respirator. CASPER, WYO.—Casper Supply Co. 
CHARLESTON, S. C.—Cameron & Barkley Co. 
CHARLESTON, W. VA.—Safety First Supply Co. 
CHATTANOOGA, TENN.—C. D. Genter Co. 
CHICAGO, ILL.—Protective Equipment, Inc. 
CINCINNATI, OHIO—The E. A. Kinsey Co. 
CLEVELAND, OHIO—Safety First Supply Co. 
COLUMBUS, OHIO—The E. A. Kinsey Co. 
DALLAS, TEXAS—Engineering Supply Co. 
DAYTON, OHIO—The E. A. Kinsey Co. 
DEADWOOD, S. DAK.—Hendrie & Bolthoff Co. 
DENVER, COLO.—Hendrie & Bolthoff Co. 
DETROIT, MICH.—The Chas. A. Strelinger Co. 
EL PASO, TEX.—E. D. Bullard Co. 
GRAND RAPIDS, MICH.—F. Raniville Co. 
GREENSBORO, N. C.—Smith-Courtney Co. 
GREENVILLE, S. C.—Carolina Supply Co. 
HICKORY, N. C.—Smith-Courtney Co. 


HOUSTON, TEXAS— 
Allied Safety Equipment, Inc. 


INDIANAPOLIS, IND.—The E. A. Kinsey Co. 
JACKSONVILLE, FLA.—Cameron & Barkley Co. 
KALAMAZOO, MICH.—Safety Service Inc. 
KANSAS CITY, KANS.—L. R. Stone Supply Co. 
LOS ANGELES, CALIF.—E. D. Bullard Co. 


LOUISVILLE, KY.— 
Neill-LaVielle Supply Co., Inc. 


MEMPHIS, TENN.—J. E. Dilworth Co. 
MILWAUKEE, WIS.—Protective Equipment, Inc. 
MUSKEGON, MICH.—Factory Supply Co. 
Style 2 with NEWBURGH, N. Y.—W. L. Smith Co. 


: NEW ORLEANS, LA.— 
No. 46 Respirator Woodward, Wight & Co., Ltd. 
NEW YORK, N. Y.—W. S. Wilson Corp. . 


OKLAHOMA CITY, OKLA.— 
Hart Industrial Supply Co. 


OMAHA, NEBR.— 
Interstate Machinery & Supply Co. 


PHILADELPHIA, PA.—Industrial Products Co. 
PITTSBURGH, PA.—Safety First Supply Co. 
PORTLAND, ORE.—J. E. Haseltine & Co. 
PROVIDENCE, R. I.—James E. Tierney 
RICHMOND, VA.—Smith-Courtney Co. 
ST. LOUIS, MO.—Sligo, Incorporated 
ST. PAUL, MINN.—Farwell, Ozmun, Kirk & Co. 
SALT LAKE CITY, UTAH— 

Industrial Supply Co., Inc. 
SAN FRANCISCO, CALIF.—E. D. Bullard Co. 
SANTA FE, N. MEX.—Hendrie & Bolthoff Co. 
SAVANNAH, GA.—Cameron & Barkley Co. 
SCRANTON, PA.—L. B. Potter Co. 
SEATTLE, WASH.—J. E. Haseltine & Co. 
SPOKANE, WASH.—. E. Haseltine & Co. 
SPRINGFIELD, MASS.—Charles C. Lewis Co. 
SYRACUSE, N. Y.—Syracuse Supply Co. 
TACOMA, WASH.—]. E. Haseltine & Co. 
TAMPA, FLA.—Cameron & Barkley Co. 
TOLEDO, OHIO—Safety First Supply Co. 
TROY, N. Y.—The Troy Belting & Supply Co. 


Wide Vision, acetate win- 
dows — 33 square inches. 


Windows interchange- 
able, replaced in a 
matter of seconds. 





Canvas hood with 
snap fasteners 
on window. 


hood around body and under arms. = | TULSA, OKLA.—Krisman Industrial Supply Co. 
aiaianiani VICKSBURG, MISS.—J. E. Dilworth Co. 
See your WILLSON distributor or write us direct Canaee 


. ” Safety Supply Company—Toronto, Montreal, 
WILLSON PRODUCTS, INC., 209 Washington Street, Reading, Pa, §— Wizssor, Kirkiand Lake, Winnipes, 


Edmonton, Vancouver, Halifax 
Dependable Products Since 1870 


Circle No. 20 on reader service card for more information. 
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Right Off The Docket 








Injured While Violating 
Specific Instructions 


DECEDENT HAD BEEN EMPLOYED aS a 
truck driver and was discharged for 
having been involved in_ several 
traffic accidents, among other rea- 
sons. He was, however, given a 
week’s notice because the employer 
thought that he was a member of a 
labor union which required such a 
notice. 

At the time the decedent was 
given notice of his dismissal, the 
employer instructed him not to 
drive the delivery truck any more 
but to confine himself to working 
in the store, and then employed an- 
other driver to make the deliveries. 

However, on the last day of the 
decedent’s employment, there was 
a certain delivery to be made. The 
decedent learned this and told the 
new truck driver that, he, the de- 
cedent, wanted to make the delivery 
because it would be in the neigh- 


borhood of a slaughterhouse where 
he had arranged to get some meat 
for his own use. Then, without the 
knowledge of the employer, the de- 
cedent secretly took the employer’s 
private automobile and presumably 
started to make the delivery. Going 
mainly to accomplish an errand of 
his own, the decedent was involved 
in an accident—more than one mile 
from the proper course of travel to 
the customer’s home. He never 
made the delivery. 

An employee is not within the 
scope of his employment when, in 
violation of his express instructions 
to work as a clerk inside of his em- 
ployer’s store, he secretly takes his 
employer’s private automobile for 
the pretended purpose of making 
an incidental delivery to the home 
of a customer and becomes involved 
in an accident some distance from 
the proper course of travel. 

State vs. Russo, Supreme Court of 
Ohio, May 2nd, 1951. (9 8NE, 831). 


Injured On Route To 
Pass-Out Gate 


WEAVER WAS EMPLOYED AS an inspec- 
tor on the assembly line. The plant 
and other buildings owned by the 
company were situated on premises 
which were entirely enclosed by a 
high wire fence, through which pas- 
sage was possible by certain gates. 
Employees were permitted to enter 
and leave the premises through only 
those gates. They were required to 
show badges to plant protection 
men at the gate before entering. 
When leaving the premises em- 
ployees were required to have a 
pass. All persons leaving the com- 
pany property, including all em- 
ployees, were subject to inspection 
by a watchman at the gate to see if 
they had anything that belonged to 
the company. It was impossible for 
the claimant to leave the premises 
without passing through one of the 


Continued on page 34 
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pu 4 imb reintoreement. van 
— for all industry. 


Liquid 
Special thie 


proof, curved fingers 


coated, knit wrist style- 


seams 
red fingers, 10, 
hi dust ry- 


Full Neoprene 
Liquid proof, 
on working Sur 


face — for all in 





qi’ gauntlet. _ 


there’s a 


for your particular need. 


Write for this catalog today for the right, 
longer-lasting glove for each job! 






-1190D— 
glove for every job! 


Many and varied are the jobs to which employees’ hands are put in 
industry today. And many and varied are the styles of gloves available. 





To be sure you have the right glove for the right job, and one that 
will be more efficient longer, write today for the new Hood Industrial 
Work Glove catalog. Here you will see dramatically proven that actual 
“on the job” testing of every type of Hood glove is your assurance of 
this all-important extra wear, efficiency, comfort and protection. 

And from this catalog you will see which of the wide choice of 

Rubber coated or Neoprene coated or Plastic coated gloves is best 


“Put your employee’s hands into a safer glove” 





ely 6 M5 ALE 


HOOD RUBBER CO. Watertown, Mass. 





Circle No. 21 on reader service card for more information. 
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aa Oey EXPLOSIONS 
ess ac CONDUCOTE coc 


.-- SAVES THE EXPENSE OF NEW FLOORING 


Make your floors safely conductive with CONDUCOTE coating. 
It overcomes danger from friction sparks that can wreck 











your building. Effective on nearly all types of flooring. 
se Applied with a brush to approximately 1/16” thickness, this 


conductive composition dries to a smooth, long-wearing, seamless 
surface. Minimizes explosion hazards by dispersing static. 
Complete the job with CONDUCOTE finish. Available in 
black, grey, green, red or brown. Certified by 
Underwriters’ Laboratories and Electrical Testing Laboratories. 


Guard Against the HUMAN SPARKS 


K) that cause EXPLOSIONS ! 
Ws NOSTAT ns 
@” GROUNDING DEVICE 
FOR PERSONNEL 


When your employees wear non- 
conductive shoes, they insulate 


themselves from conductive floors. 





Industry needs é 
CONDUCOTE 


That means electric charges store up in their bodies. 


floor. The floor contact button is clamped on the arch of the 
shoe. It is connected by a bead-chain to a small metal plate 


worn around the leg in an elastic garter. Light, comfortable 
for men or women. Floor button fits any size shoe. 


A heavy-duty NoSTAT also available for industry. 
Fill out and mail the coupon today 


for full information. 
Let us design a complete System 


e Co., Inc. 
= ter eaves, New York 17, N.Y 


p — 
end me detailed information 
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floors. It will save you money. 
For full information, write 


WALTER G. LEGGE CO., INC., 
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liquid handling 
for Industry 













This new Tokheim Industrial Hand Pump 
should add to the safety of your liquid handling 
methods. At the same time, it should 
speed up production and cut operating 
overhead. Pumps a wide 
variety of liquids. Fast, 
easy action with high 





vacuum efficiency. 
Available in hose and 
spout models for use 
with drums or 


underground tanks. 


DOUBLE-ACTION 
HAND PUMPS 


é 


NO WASTEFUL DRIPPING 


Special nozzle attachment 
eliminates dripping. 








REDUCE FIRE HAZARD 





Spilling of liquids is great- 
ly minimized. Pump is approved for use 


with petroleum liquids. 























NO SLIPPERY FLOORS SAVE SPACE SPEED PRODUCTION 








Liquids are pumped from 


Drums may be stored or 
drums at any desired speed. 


used in upright position. 


Liquids don’t reach floor 
to cause accidents. 


Write for literature and detailed information. 


General Products Division 
TOKHEIM OIL TANK AND PUMP COMPANY 
Wabash Avenue, Fort Wayne 1, Indiana 
Factory Branch: 1682 Howard Street, San Francisco 3, California 
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continued 


gates and submitting to inspection 
by a watchman. 

On the day in question and at the 
end of her shift, claimant left her 
job on the assembly line, went to 
the time clock and punched it, 
promptly left the plant in which she 
worked, and walked over a usual, 
customary direct and _ permitted 
route toward the gate through 
which she intended to make her exit 
from company’s premises after pas- 
sing inspection by the company’s 
watchman. 

Before reaching the gate, she slip- 
ped, fell and sustained an injury. 
Did the claimant’s injury arise out 
of and in the course of her work? 

Liability for Workmen’s Compen- 
sation for accident and injury while 
going from work cannot be predi- 
cated on the mere fact that the acci- 
dent and injury occurred on the 
employer’s premises. However, 
where employee was required—on 
finishing her work on assembly line 
—to punch a clock within plant to 
follow a permitted route to the gate, 
at which point she was required to 
submit to inspection by employer’s 
watchman, employee walking over 
such route to gate was acting within 


‘-her employment. Hence there was a 
~causal connection between employ- 


ment and accident, and the injury 
sustained when she slipped and fell 
before reaching gate, arose out of 
and in the course of employment 
and was compensable. 

Weaver vs. General Motors Corp., 
A. C. Spark Plug Div. Supreme Ct. 
of Michigan (47 NW: 665). 


Physicians Conflict 
On Diagnosis 


WESLEY WAS EMPLOYED AS a paint 
mixer and general handyman for 
approximately eight years prior to 
the time of the disability in ques- 
tion. He left his employment be- 
cause of illness on February 24th, 
1949, and thereafter consulted sev- 
eral physicians to locate the cause 
of his illness—but with no success. 
Finally on May 25, 1949, he was ad- 
mitted to the Dade County Hospital 
for treatment under a diagnosis of 
lead poisoning made by the resident 
physician. He was discharged on 
June 8th, 1949. He was consequent- 
ly examined by another physician, 
at the request of the insurance car- 


Continued on page 36 
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LIGHTWEIGHT 
NON-FOGGING 
WELL-VENTILATED 
NON-FLAMMABLE 


WELL-FITTING 





Note the many perforations which assure 


ample ventilation and minimize fogging. 
Face contacting edges are rolled for 
greater comfort on this goggle which 


offers a wide range of vision. 


Made of impact resisting plastic, this one-piece goggle (AO0479 
Clear, AO480 Green) is “optically correct” and meets government 
specifications. It affords exceptional wide angle vision and can be worn 


over most standard types of personal glasses and most prescription 





spectacles and goggles. Recommended for protection against foreign - 
Goggle fits comfortably over most per- 


° “1° : : “ ; sonal glasses with nosepiece huggin 
particles striking from any direction on the following types of work: suena . — 


QUICK FACTS 
479-480 GOGGLE 
One size only but designed to fit all faces 
comfortably 
Elastic headband, easily adjusted 
4 ee contact to face of wearer, resists 
rocking 


babbiting, chipping, cutting rivets, grinding, hand-tool operations, 
machine operations, spike driving and similar operations. Your nearest 


AO Safety Products Represent- 


ative can supply you. American & ¢ platere! ae Sees ie ae comfortably 
: and snugly 

Rolled edges for comfort, better fit in con- 
SAFETY PRODUCTS DIVISION tacting face 





Order by number 479 Clear 
SOUTHBRIDGE, MASSACHUSETTS @ BRANCHES IN PRINCIPAL CITIES Order by number 480 Green 
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RIGHT OFF THE DOCKET 
continued 


rier, who reported that at the time 
of the examination the patient was 
apparently in good physical condi- 
tion, had no complaints and was ap- 
parently able to return to work. He 
also reported that there was no evi- 
dence that the claimant had suf- 
fered from chronic lead poisoning. 
On the basis of this, the insurance 
carrier denied compensation bene- 
fits to the claimant. 


Do the facts as shown reveal that 
the claimant has carried the burden 


of proving that he suffered from an 
occupational disease as required by 
the Florida statute? There is no pre- 
sumption in favor of any claimant 
that the injury arose out of and in 
the course of employment. 

The resident physician at the hos- 
pital had placed a cross mark beside 
his diagnosis of chronic lead poison- 
ing; and there was some doubt in 
his mind as to the correctness of the 
diagnosis, on account of the fact that 
the laboratory tests failed to show a 
stippling of the red blood cells. 


The Deputy Commissioner, taking 
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testimony in this matter, found that 
the claimant was injured as the re- 
sult of chronic lead poisoning, an 
occupational disease, commonly 
known as “painters’ colic”, which 
had arisen out of and in the course 
of his employment. 

Even though the evidence was in 

strict conflict, it appears that there 
was sufficient to warrant an affirm- 
ation of the Deputy Commissioner’s 
ruling. This was concurred in by 
the Full Commission, as the record 
did reveal that the doctor had made 
a diagnosis of lead poisoning. By 
reason thereof claimant sought 
treatment prescribed for such ail- 
ment and then responded immedi- 
ately and successfully to such treat- 
ment. 
Wesley et al vs. Warth Paint & 
Hardware Co. et al, Supreme Ct. of 
Florida, Dv. B. April 20, 1951 (52 
S:. 346). 


Claim Followed 
Unsuccessful Operation 


EMPLOYEE MET WITH AN accident in- 
juring his back, while putting the 
finishing touches on a truck which 
squeezed him against the platform. 

At the time of the accident, medi- 
cal examination indicated that sur- 
gery was not necessary, and an 
award of temporary disability plus 
permanent disability of ten per cent 
of total was made. 

The claimant indicated that he 
never had any back trouble before 
the accident. The temporary award 
was made, and the man continued 
to work. Subsequently, he com- 
plained of his legs swelling and his 
back aching and an inability to lift. 

He thereupon sought medical ad- 
vice of an eminent surgeon. The 
surgeon operated on him because of 
the condition in which he found 
him. The surgeon had no previous 
connection with the case until after 
the original hearing and the award. 

Petitioner, at the time of the 
hearing, of course, was informed 
that he did not need an operation. 
At the time he, no doubt, would 
have asked for an operation if he 
thought he needed one. The em- 
ployee was a blacksmith and cer- 
tainly would be in a position to 
know if his back got worse after he 
had resumed work at his trade. It 
was not likely that he would under- 
go a painful operation if he thought 
it was not necessary at the time it 
was performed. 

He discussed the matter of his 
condition growing worse with the 
plant manager but got no results. 
Claimant, of course, was not a law- 
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yer nor a surgeon nor an X-ray 
specialist and did what any ordinary 
person would naturally do under 
the circumstances at the time of the 
hearing when the company’s doctor 
indicated that he did not need a 
surgeon. 

Claim is resisted on the ground 
that he failed to give the employer 
notice of his intention to seek addi- 
tional treatment for the back in- 
jury which became worse after the 
Compensation Board had awarded 
him temporary and partial perman- 
ent disability compensation. The 
element of loss in time involved. 
when he needed extra treatment is 
to be considered. When he discussed 
the matter with the plant manager, 
he requested an operation. This was 
refused. Plant manager was not 





One-Man Fire Truck 





Fireman Richard Poet steers his 
tri-wheeled wagon down an aisle 
at Ford Motor Co.’s Dearborn as- 
sembly plant. Equipped to fight 
fires until heavier equipment gets 
there, the wagon is used mainly 
for daily inspection tours and 
maintenance of the plant’s 835 
extinguishers. 





called to contradict this statement. 

Consideration must be given to 
the fact that the Workmen’s Com- 
pensation Act deals with human be- 
ings; there is a human impulse to 
seek relief even where the case has 
been regarded as hopeless. The peti- 
tioner is not seeking the costs of 
the operation and medical or hos- 
pital bills, since there was no formal 
request for an operation. 

He was justified in seeking ser- 
vices of an eminent surgeon and 
following his advice and submitting 
to an operation. He used reasonable 
care in the selection of a physician 
and surgeon. He was entitled to an 
additional award of compensation 
for increased disability resulting 
from unsuccessful surgical opera- 
tion performed at his own request 
by an eminent surgeon because of 
the aggravated condition of his back 
injury. 


AUGUST, 1951 


Janvari vs. Peter Schweitzer Co., 
Union County Court, N. J. April 13, 
1951. (80 A, 367). 


Statute Did Not 
Require Guarded Gears 


CLAIMANT WAS EMPLOYED as a 
“feeder” on a gimlet pointer ma- 
chine. He stood in front, and on the 
right of the machine, feeding blank 
bolts into it at a point on its top 
which was directly in front of him. 
After the machine had put points 


on them, the bolts dropped into a 
box at the back. 

On the base of the machine, and 
to the operator’s left, were the but- 
tons used to start and stop it. 
Further to the left, at the top of the 
machine and more than 18 inches 
from the point where the bolts were 
inserted, were large gears which 
transmitted power to this gimlet 
pointer. A metal guard covered 
these driving gears, but the guard 
was “in a loose condition.” 

Just before the accident occurred, 


Continued on next page 
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claimant was sitting on a stool in 
front of the machine; the stool rest- 
ed on a small platform. Because one 
of the bolts was too large, it jammed 
in the machine. This jamming, 
caused the loosened guard which 
covered the gears to fall from its 
position—leaving those gears ex- 
posed. As the guard flew to one 
side, claimant slipped. In attempt- 
ing to shut off the power, his hand 
came into contact with the gears 


and, as a consequence, three fingers 
had to be amputated. 


The claim is based upon the re- 
quest of the employee that the em- 
ployer under the provisions of the 
Act and of the rules of the Board of 
Standards and Appeals was obligat- 
ed to pay double the amount other- 
wise payable. 

The Act provides double compen- 
sation for minors assigned to work 
in violation of any provision of the 
labor law or in violation of any rule 
adopted by the board of standards 








UNIVERSAL 
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Meets rigid specifications of U.S. 
Bureau of Mines. Protects against 
full range of organic vapors, acid 
gases, ammonia, smokes, fogs, 
mist and carbon monoxide. 


PRECISION MADE FOR 
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PROTECTION 
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DEPENDABILITY 
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protection, quality of material, com- 
fort and economy. 


yx The orange color of rubber com- 
pound in face piece and hose allows 
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vx Special aging qualities insure long 
service life. 


yx Face piece designed for easy gas- 
tight fit on a wide variety of faces. 
Minimum tension on head straps. 


vy Curved shatter-proof lenses are 
placed for widest vision without 
distortion or reflections. 


A DAVIS MASK FOR EVERY PROTECTION NEED! 


Davis has a complete line of gas 
masks, each specifically designed to 
afford maximum protection under 


special conditions which subject 
personnel to special hazards. Send for 
our illustrated Bulletin No. 513 for 
complete details. 


DAVIS EMERGENCY 


EQUIPMENT CO., INC. 


45 HALLECK ST., 





NEWARK 4, N. J. 
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and appeals wherein the process or 
method of manufacture is “danger- 
ous or injurious to the health of 
minors under 18 years”. One such 
rule required (1) the point of oper- 
ation of certain “dangerous machin- 
ery” to be equipped with guards 
and (2) prohibited the employment 
of minors between the ages of 16 
and 18 unless guards were used. 

It is plain that the rule covering 
the guarding of a machine’s point of 
operation was not designed to cover 
guards on the driving gears in 
which claimant caught his hand. 
The point of operation on the ma- 
chine on which claimant was work- 
ing is the place where the bolts 
were inserted. This was on the right 
side at the top of the machine, while 
the power gears in which claimant’s 
hand was caught were on the left 
side of the machine and at least 18 
inches away from the point of oper- 
ation. 

“Danger zone” as defined by the 
statute is the place “at the point of 
operation, where the operator may 
be caught between the moving parts 
of the machine or between moving 
and stationary parts of machine, or 
between the material and the mov- 
ing and stationary parts of machine, 
or between the material and the 
moving part or parts of the ma- 
chine.” It is apparent from the rule 
itself that danger zone lies within 
the point of operation and thereby 
restricts its area. 

The rule was determined not to 
require guards for gears remote 
from the machine’s point of opera- 
tion. If it were to be read otherwise, 
it would have to be construed as 
extending the language beyond per- 
missible limits and would put upon 
the employer a totally unwarranted 
penalty. 

The minor employee, therefore, 
was not entitled to double compen- 
sation for injury sustained when his 
hand was caught in the gears when 
he was endeavoring to stop the ma- 
chine. 

Gawrys vs. Buffalo Bolt Co., et al, 
Court of Appeals of N. Y., April 12, 
1951. (98 NE, 452). 


Did Not Understand 
Use Of Safety Aid 


CLAIMANT HAD BEEN EMPLOYED for a 
period of three or four weeks. On 
the first day of his employment, he 
had been taken by a fellow em- 
ployee and a witness for the em- 
ployer, to a large room in which 
there were seven machines of vari- 
ous kinds, one of which was the 
meat-cutting machine on which he 
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was injured. The fellow employee 
explained to the claimant the work- 
ings of each of the machines, in- 
structed him as to the operation of 
each and the dangers inherent in 
each. Following this tour of inspec- 
tion, he was placed at work on a 
different type of machine. 

The meat cutter contained rotat- 
ing blades hidden from view by a 
metal shield which could be raised 
and lowered. When the blades are 
in motion, a shaft by the side of the 
machine is also in motion. The ma- 
chine is noiseless when the power is 
cut, but the blades continue turning 
until their momentum is exhausted. 
Easily accessible to the operator is 
a metal rake which is a safety ap- 
pliance designed for use in pulling 





Turret Fire Gun 





Remember the fire-gun installa- 
tion described in February O.H. 
(Man The Fire Guns, page 17)? 
Here is how Westinghouse Electric 
uses the same type of extinguisher. 
It’s mounted on the roof at West- 
inghouse’s Buffalo plant to give 
fire-fighting power at places which 
would otherwise be nearly impos- 
sible to protect. 





out any meat scraps which remain 
in the machine after it has been 
used; other pieces fall automatically 
into a container. 

A fellow employee testified posi- 
tively that on the employee’s first 
day of work he told him never to 
reach into the machine when it was 


meat. He then walked around the 
machine carriage and pressed the 
switch which turned off the me- 
chanism, returned to the front of 
the machine, raised the hood and 
reached in with his hand to remove 
some meat fragments. At this point 
his fingers were amputated by a de- 
scending blade. He mentioned that 
after he cut off the machine it was 
noiseless, and he assumed it was no 
longer in operation. The employee 
denied that the purpose of the rake 
had ever been explained to him. 


Company resists payment on the 
grounds that the injury occurred by 
reason of the claimant’s willful mis- 
conduct. Willful misconduct such as 


will preclude recovery of compen- 
sation by claimant under the Com- 
pensation Act includes all conscious 
or intentional violations of definite 
law or rules of conduct, obedience 
to which is not discretionary, as dis- 
tinguished from inadvertent, un- 
conscious, or involuntary violations. 


As a general rule, mere violations 
of instructions or rules, and the 
doing of hazardous acts where the 
danger is obvious, do not, without 
more evidence, as a matter of law, 
constitute willful misconduct. 


Such violations or failures or re- 
fusals generally constitute mere 
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in operation. He also indicated that 
the employee was introduced to the 
rake and was told about its use. He 
did not, however, indicate that he 
gave the claimant any instructions 
as to the use of the machine at any 
other time. 

At the time of the accident, claim- 
ant had placed a hundred-pound 
chunk of frozen meat in the ma- 
chine and had run it for the two or 
three minutes necessary to cut the 
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negligence, and such negligence, 
however great,-does not constitute 
willful misconduct or willful failure 
or refusal to perform a duty re- 
quired by statute, and will not de- 
feat recovery of compensation by 
the employer or his dependents. 
The claim that a certain rake was 
a safety appliance to be used in re- 
moving particles of meat from a 
cutting machine was not sufficient 
to show that the claimant’s fingers 
were amputated by the machine by 
reason of his willful failure to use 
the rake. There was no evidence 
indicating that the claimant was in- 
structed that the rake in question 
was a Safety appliance. 
Armour & Co. vs. Little, Court of 
Appeals of Georgia, Dv. No. 2 April 
25, 1951. (64 SE: 707). 


Watchman Killed 
During Robbery 


WHILE MAKING HIS LAST tour of in- 
spection at the company’s factory, 
where he was employed as a watch- 
man, Cole was struck on the head. 
The pay that he had received earlier 





in the day was stolen, and he was 
left bound hand and foot. Except 
for the pinch bar that normally 





Plant Phone Booth 





It doesn’t take a punch-press to 
drown out phone conversations. 
That’s why Electro-Motive Div., 
GMC, Cleveland, has _ installed 
phone booths at foremen’s desks. 
Lined with acoustical board, they 
save time, tempers and hearing. 





hung on the wall—but which was 
found on the floor—nothing was dis- 








turbed in the plant. The relief 
watchman saw a man run away 
from the plant when he arrived. 
Cole died five days later from the 
injuries he had sustained: cause of 
death—homicide by assault. 

The company contends that noth- 
ing indicates an attempt to steal 
from the plant, but that the assail- 
ant’s sole purpose was to rob Cole, 
So that his death did not arise from 
his employment. 

But how would the assailant 
know how much money Cole had in 
his pocket? Why would he risk en- 
tering the factory for so small an 
amount? If he intended only to rob 
Cole, why did he tie him up after 
he had done so? Every reasonable 
inference points to the assailant’s 
intent to rob the plant: laying the 
watchman low was a necessary step; 
robbing him was incidental. 


The danger of robbery is inherent 
in a night watchman’s job. The very 
nature of his duties—including 
keeping a look-out for burglars— 
makes him more likely to be attack- 
ed than an ordinary employee. The 
injuries and death were a conse- 
quence of his employment. Claim 
allowed. Cole vs. I. Lewis Cigar 
Mfg. Co. October 17, 1949. (68 A: 
737). 
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GATE OPERATOR—Guards at Minneapolis-Moline’s 
Como Plant can open and close this gate by simply 
pressing a button: 
they don’t even 
have to leave the 
sentry box. This 
leaves them free 
for checking 
badges, answering 
calls and other se- 
curity assignments. 
The gate swings 
open in less than 8 
seconds, activated 
by the Doorman 
Gate Operator. Product of the Electric Power Door Co., 
it’s an added cog in your plant security wheel. In 
addition to the regular button controls, the device can 
be rigged to work on radio control, key post switch, 
electric eye, pull cord or ground trip. 
Circle No. 109 on reader service card for more information. 


DUST COLLECTOR—You don’t need an elaborate central 
dust-control system to keep dust hazards in check, says 
The Day Co. Do the job 
effectively and econom- 
ically with Day Unit 
Separator and Exhaus- 
ter, a _ self - contained 
unit. The high-effici- 
ency dust separation is 
by a two-stage action, 
utilizing internal skim- 
mers. The dust-laden air 
enters at the side and 
spirals down to the cone 
outlet. As the cleaned 
air spirals back up to the 
outlet, extra-fine part- 
- icles — which aren’t 
caught by normal cyclone collectors—are concentrated 
in the tapered stack, skimmed off and returned: to the 
dust outlet. Units are available in four sizes, from 500 
to 2,000 CFM. 


Circle No. 110 on reader service card for more information. 








SKIN SOAP—Biggest industrial dermatitis cause is con- 
tact with agents which de-fat the skin, causing crack- 
ing. This gives entrance to bacteria already on the skin 
or contacted after it is cracked and open. Finding an 
antiseptic soap to prevent this has been a big problem: 
most are too strong, bad-smelling or poisonous. But 
Davies-Young Soap Co. has an answer in Dysept, a 
liquid soap. Its bacteria-killing value is based on one 
compound—hexachlorophene. In testing stages since 
1944, hexachlorophene has been proven by plant tests to 
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be non-toxic, non-staining and non-irritating to the 
skin. Its germicidal action has been demonstrated by its 
use in hospitals for pre-surgical scrubbing. And the 
degerming action increases with regular use, arresting 
oil dermatoses and healing minor cuts. In a one-depart- 
ment test, it was so popular with workers that the study 
couldn’t be concluded: employees from other depart- 
ments raided the supply, ruining the comparison. 
Circle No. 111 on reader service card for more information. 


DOUBLE-DUTY MATS—Because the first impression is 
often the one that sticks, Perfo Mat & Rubber Com- 
pany’s new, double-pur- 
pose safety mats are 
strong accident - reduc- 
tion aids. Their safety 
message is the first thing 
workers see when they 
enter the plant or when 
they reach their place of 
work. And the mat it- 
self gives a sure, slip- 
free footing on the job 
—one that is comfort- 
able through the entire 
shift. The mats are avail- 
able in six different 
sizes, in either red or 
black. You can make up your own copy for the mes- 
sages, suiting your current safety promotion, and have 
them inlaid in the mats in bright white letters. The let- 


ters may be 2 to 4 inches high, inlaid for long wear. 
Circle No. 112 on reader service card for more information. 


BE SAFE 
NOT SORRY 


‘WORK SAFELY 
TODAY 


NEW LIGHTING METHOD—FEntirely different from either 

incandescent or fluorescent light is Sylvania Electric 

Co.’s_ Panelite, a 

system that uses 

thin sheets of glow- 

ing glass instead of 

bulbs and_ tubes. 

Expected life is up 

to 5 years, at very 

low operating cost. 

The lamp is a sand- 

wich of conductive 

glass, a phosphor- 

Re dielectric coating 

5 and a layer of vap- 

orized aluminum, little thicker than the glass itself. 

Wires lead current to its edges. Extremely adaptable, 

Panelite can be used in a wide variety of industrial 
lighting applications. 


Circle No. 113 on reader service card for more information. 
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NEW PRODUCTS 
continued 
A-BOMB CURTAIN—The _  develop- 
ment of a special curtain for win- 
dows to protect against bomb frag- 
mentation has been announced by 
Strategic Products, Inc. Called the 
Clark bomb curtain, it is made of 
metalized fabric to stop flying glass; 
radioactive dusts and mist, fire and 
blinding light. While it won’t be 
much help close to the center of a 
blast, the maker says it will improve 
safety margins from 2,600 ft. of the 
impact center. When not in use, 
> ‘| the curtain rolls up tightly against 
is the casement like a window shade: 
, ; or It can be dropped and secured in 
; : place in 45 seconds. First produc- 
tion will be for priority users, with 
household distribution to follow. 





Circle No. 114 on reader service card. 





NON-SKID GRATING — Where oil, 
ont grease, water or icy conditions pose 
a safe walking problem, or where 
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Minneapolis Star 


Total loss of $1,426,000 to the Me- 
chanical Division of General Mills, 
Inc. on Jan. 15, 1949 in Minneapolis, 
Minn. Fire started at a cutting ma- 
chine and was spread rapidly by 
flammable liquids. 


BUFFALO 
etter-buil 






drainage and. sanitation factors 
must be _ considered, Firm-Grip 
grating may be your answer. This 
FIRE EXTINGUISHERS steel grating has unusual traction 

characteristics, is claimed to be 
ideal for stair treads, ramps, cat- 
walks, ladder rungs, platforms and 
skid mats. 


Devastating industrial fires originating from 
electrical or flammable liquid causes, can be 
stopped when they start by quick action with 
Buffalo Carbon Dioxide Extinguishers. And Circle No. 115 on reader service card. 
“quick action” is easy when Buffalo CO2 
Extinguishers are close by. The Squeeze-Grip 
Valve is simple and quick to operate... 
simply pull the lock pin and squeeze! Clean, 








dry, odorless, inert gas under high pressure PLASTIC GLOVE—It’s foolproof, says 

edenntiot snuffs out flames in seconds. The Milburn Co., about its new 
Laboratories Ap ee Order Buffalo fire protection today! Con- Rough-Palm Surface glove, the lat- 
CARBON DIOXIDE nag ge 15 sult your Classified Telephone Directory or est addition to the P lyglov line. 
Portable unit. Wheeled units write for your nearest Buffalo representative. Laboratory and on-the-job tests 


Ib. sizes. party : : 
o 0, 5 and 100 lb. sizes show that it not only reduces slip- 


ping—even when the most oily 


BUFFALO FIRE APPLIANCE sheets are handled, but it outwears 
CORPORATION normal plastic-coated leather and 
DAYTON 1, OHIO neoprene gloves in the handling of 


sharp-edged materials, says the 
maker. Though it’s an extremely 





* Circle No. 30 on reader service card for more information. 
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heavy-duty glove, the Rough-Palm 
retains the lightness of all plastic- 
coated materials. In addition, it’s 
free of any skin-irritating proper- 
ties: the worker can wear it 





through an entire day without fear 
of developing dermatitis. Now 
available in knit-wrist style, it will 
be offered shortly in gauntlet and 


safety cuff models. Samples free. 
Circle No. 116 on reader service card. 


FOOT RELAXER — Chiropodists and 
osteopaths use an oscillator to relax 
fatigued muscles. Now McDowell 
Mfg. Co. has patterned a new type 
of vibrating machine after these 
professional units, so that workers 
can give relief to their aching feet 
and tired legs. It’s called the Relax- 
A-Lator and can be set for coin 
operation — giving a one-minute 
treatment for a nickel—or free, as a 
service to employees. It has a 1/6 
h.p. motor that gives the foot plates 
a %4” stroke. This natural, oscillating 
movement puts new kick into tired 
feet and legs, increases worker com- 


fort and efficiency, says the maker. 
Circle No. 117 on reader service card. 


GERM CONTROLLER — Germ-killing 
maintenance products hold the san- 





itation spotlight today. Here is an- 
other new one: called Antiseptic 
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Huntolene, it is used in the mop 
during daily maintenance to control 
all types of communicable disease 
bacteria and prevent their growth. 
Basically, it is a highly-refined dust- 
laying distillate for wood mainten- 
ance, but it has two unusual distinc- 
tions from ordinary floor cleaners: 
1) it sanitizes floors and prevents 
the multiplication of germs; 2) it 
rinses out mops and cloths in soap 
and water, leaving them sanitary 
and absorbent for reuse. Simply 
spray Antiseptic Huntolene into the 
mop head 24 hours before using. 
Then the mop doesn’t incubate and 
spread disease. 
Circle No. 118 on reader service card. 


COVER PLATE—More resistant to pit- 
ting than glass, American Optical 
Co.’s new plastic cover plate pro- 
vides the tops in protection for 
welding helmet windows. Made 





from special thermosetting plastics, 
the plate is clear, hard and almost 
colorless. Its surface is comparable 


Continued on next page 





TRAPS 


Every well planned golf course 
has its traps. They add to the 
sportiness of the game and to 
the piquancy of the language 
of erring golfers. 















TORIT 
DUST COLLECTORS 


Torit manufactures both self-con- 


tained cabinet type and cyclone 
type dust collectors. They range 
in size from 144 to 5 H.P. There 
are models for every standard serv- 
ice and special adaptations can be 


quickly created. 











Torit Dust Collectors 


are the traps that will 
make sport of the dust 
problem in your plant 


Your employees will be shooting par when 
dust-creating machines are equipped with 
Torit Dust Collectors. There it be no 
abrasive dusts to make them hook or 
slice . . . no extra hazards to finished parts 
or costly equipment. 

Fixing up your plant is as easy as dropping 
a six inch putt, for Torit Dust Collectors 
are economical . . . in cost, in operation 
and to maintain. They also fit into present 
or future production layouts. 


Ask one of the pros . . . the 20,000 users 
of Torit Dust Collectors . . . how you 
can cut strokes off your game, or write for 
details and latest Torit catalog. 





Manufacturing Co. 
311 Walnut Street St. Paul 2, Minn. 


Circle No. 31 on reader service card for more information. 
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NEW PRODUCTS 

continued 
in smoothness, luster and chemical 
resistance to polished plate-glass. It 
will not discolor under ordinary 
welding conditions, and will not 
shrink, peel, crack or blister in ser- 
vice. Longer lasting than glass, the 
plate will give up to 1,000 hours of 


service, the maker states. 
Circle No. 119 on reader service card. 


possible to lay down traffic lines in 
fractional-inch widths from 2 to 8 
inches. The machine on which this 
spreader is used is the Controlled- 
Flo traffic line paint striper, manu- 
factured by Universal Marine & 
Mfg. Corp. Gravity-fed and requir- 
ing no power unit, it has no hose to 
blow out, no jets to clean, no pres- 
sure tank to worry about, no brush 
or felt band to replace and no gas 
engine or compressor to complicate 
its operation. Applicable on both in- 





TRAFFIC LINE MARKER — An im- door and outdoor installations, the 
proved sled-type spreader makes it sled-tvpe spreader 


accommodates 





Jackson Gas Welding Headrest Goggles W-50 > 








8 oz. of 
Prevention 


First, in making these goggles, came Safety: pro- 
tection against injurious light rays from front and 
sides . . . and against flying particles; easy adjust- 
ment for proper fit, in goggles and in headrest. 
Comfort came next. Properly adjusted, they bear 
gently against the face. Weight is evenly distributed 
about the head. One hand, a few seconds, and they 
are raised or lowered. Lightness too makes for com- 
fort. At eight ounces, these headrest goggles are 
the lightest of their kind on the market. 


For Gas Welding, Cutting and Brazing, with lenses in F.S. shades 
3 thru 6; types W-50, LTB-50 and BX with headrests, type 
WR-50 with elastic band. 


For Chipping and Grinding, with clear, hardened lenses: type 
G-50 with headrest, type GR-50 with elastic band. 

For Flash Welding and Metal Pouring, with visors in light, 
medium and dark green, .020” thick, 4”, 6”, and 8” deep: type 
J-1 shield with headrest, type C shield with elastic band in back. 
For Resistance Welding, Metal Finishing, Woodworking, etc., 
with visors of clear plastic .020”, .030”, and .040” thick, 4”, 6”, 
and 8” deep: type J-1 shield with headrest, type C shield with 
elastic band in back. 


JACKSON PRODUCTS 
WARREN e MICHIGAN 
Sold through Dealers Everywhere 
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Circle No. 32 on reader service card for more information 





striping or zone paint of any stand- 
ard manufacture. Excellent results 
can be obtained on wood, macadam, 
concrete, asphalt or any smooth 
surface. 

Circle No. 120 on reader service card. 


DRY CHEMICAL—Customers clam- 
ored for a small, dry chemical ex- 
tinguisher with maximum flexibil- 


7) 








ity, so Ansul Chemical Co. has de- 
veloped a 4-pound unit that just 
fits the bill. Called the 4-B, it’s the 
first such unit with a hose, offering 
high effectiveness and ease of oper- 
ation at all levels—especially handy 
for inexperienced operators. It 
takes longer to discharge the entire 
extinguisher, giving novices more 
fire-fighting time with its 15-foot 
stream. UL rates the new Ansul ex- 
tinguishes as B2, C2. Fully charged, 
it weighs only 10% pounds complete 
with the 15%-inch hose assembly. 


Circle No. 121 on reader service card. 


SAFETY VAULT COVER—One man 
can safely raise or lower the Wachs 
Vault Cover with ease and it can’t 


drop or slam to cause injury. These 
are the outstanding features of a 
new manhole cover that is literally 
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designed around safety factors. Ap- 
plicable to any underground vaults, 
the cover is raised by inserting a 
combination key-handle and giving 
it a half turn. Counterweights, 
which also hold the open cover in an 
upright position, make lifting it a 
one-handed job. Its tamper-proof 
lock can’t be opened without the 
key-handle. The cover can be open- 


ed from the inside by one man. 
Circle No. 122 on reader service card. 


LAB JACKET—Specially designed for 
supervisory personnel and_ lab 
technicians is the Whiteside Doctor 
Jacket, product of Standard Safety 
Equipment Co. Whiteside material 
features extremely light weight and 





high resistance to acids, caustics, 
solvents: normal laundering doesn’t 
affect its quality. Neck-to-knee and 
arm protection is afforded, while 
the open back assures ventilation 
and comfort. Quick adjustment is 
possible, thanks to strong snaps on 
neck, waist and shoulders. 
Circle No. 123 on reader service card. 


SCAFFOLD JACKS—tTested at over 
1500-lb. capacity, these collapsible 
scaffold jacks are now in production 
by Star Welding & Manufacturing 
Co. They are quickly adjusted up 
and down at 4-inch intervals. The 
ladder, firmly bolted in position, 
telescopes when the jack is folded 
up. A set-screw holds the plank in 
position. Available in three sizes, 
jacks are made for ceilings from 
7'6” to 14’ high. 


Circle No. 124 on reader service card. 
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Eyes 


should be seeing 


-»--and not hurt! 





... provide immediate first-aid in washing 
chemicals or other injurious materials from 
the eyes before permanent damage occurs. 


The simple, economical installation usually 





costs but a few cents per employee. Also 
available with instantaneous drench-shower 
attachment. 


Planned, tested and approved by 
leading Safety Engineers. 





@ Ask your Plumbing Contractor or write, today, for detailed descriptive literature 


HAWS DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


Agents and Sales Representatives in All Principal Cities 





Circle No. 33 on reader service card for more information. 








E-X-P-A-N-D-E-D COTTON* 
SWEATBANDS 







Soinexpensive, they can be usedand thrownaway... 
So strong, they can be rinsed and used repeatedly! 


Here’stheanswertoperspiration...super- 
soft, super-absorbent E-X-P-A-N-D-E-D 
COTTON SWEATBANDS. Real com- 
fort for those hot-spot jobs...a better 
band at a Jower price. 

Perfectly designed. No metal parts to 
ee feel only softcool, rustor chafe, cotton-covered elastic holds 
pone band firmly but you can’t even feel it. 
*E-X-P-A- _ 
backed gauze expanded to 8 fines nor. Get E-X-P-A-N-D-E-D COTTON 
mal thickness! SWEATBANDS from your regular dealer 


“a FOLD—Extra absorbent in safety or first aid supplies. Write us 
NO METAL—Only pure cotton and cot- for free sample today. 


ton-covered elastic. No rusting, chafing, @eaepal BANDAGES, INC., Chicago 5 


no discomfort. 


Makers of GAUZTEX—The bandage that sticks to itself 


Curcte INO. 34 On Treauer service Curu jUT Mure thyjuriiuciun, 
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Safety Men’s Roster 





New safety engineer at Lincoln- 
Mercury’s Metuchen, N. J. plant is 
Peter Kostic. He replaces H. W. Nes- 
bitt who left to join the U. S. De- 
partment of Labor’s safety promo- 
tion staff. 

Joseph E. Busko has been appointed 
director of safety at the Midvale 
Company, Philadelphia. 

Robert L. Moore, formerly senior 


engineer for the construction sec- 
tion of National Safety Council, has 
joined the Chicago office safety en- 
gineering staff of Lumbermens 
Mutual Casualty Co. 

Back from five years as Naval 
district safety engineer in Alaska 
and the Aleutians is D. F. Williams 
who has been transferred to the 
Naval Air Development Center, 








60 DAY TRIAL OFFER 


We will ship prepaid your trial 
order for any amount of Onox 
and footmats. You pay nothing 
unless fully satisfied after 60 
days’ use. 





Stop Athlete’s Foot! 





SKIN TOUGHENING! 







Used by Over 70% of the 
Largest Industries in the United States 
No splash « No mess ¢ No waste ¢ Odorless 

Easy to maintain Nothing to get out of order 
Men like Onox «¢ It relieves tired, aching feet 
Modern research has upset the old theories about Athlete’s 
Foot control. Skin specialists now say that the best chance 
of preventing Athlete’s Foot is to improve the condition of 
the skin. That’s what Onox does. Onox mineral salts 


toughen the skin and make it resistant to fungus growth. 
No fungus growth—no Athlete’s Foot. 











ONOX 
SPONGE RUBBER 
FOOTMAT 





ONOX, INC. 


DEPT. B, 121 SECOND STREET 


SAN FRANCISCO 5, CALIFORNIA 


WAREHOUSES: BROOKLYN, CLEVELAND, 
NEW ORLEANS, LOS ANGELES 


Circle No. 35 on reader service card for more information. 
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Johnsville, Pa. 

Gordon O. Andrews, manager of the 
personnel division of the Du Pont 
Company’s Service Department, has 
been appointed assistant director of 


the department. He succeeds F. S. 
Johnson, who has been assigned to 
special work. 

The Oliver Corp. announces the 
transfer of C. C. Drake from the com- 
pany’s Chicago plant and his assign- 
ment as safety director at plant No. 
1, South Bend, Indiana. 

Jerry Ziomek is the new safety 
director of Star-Kimble Electric 
Co., Burlington, Iowa. He replaces 
Ray Walz. : 

S. S. Allison, safety supervisor at 
Atchison, Topeka & Santa Fe R. R., 
San Bernadino, California, has re- 
tired. His position will be taken 
over by W. J. Tillman. 

Paul F. Hurley has been named per- 
sonnel director of Federal-Mogul 
Service, Coldwater, Michigan, re- 
placing L. T. Ryan. 

Standard Oil Co. of Indiana an- 
nounces the death of Carl H. Bexten, 
safety director at Quincy, Ill. C. H. 
Slack has taken over his duties. 

Francis C. Black has been apoint- 
ed safety director of The Visking 
Corp., Chicago. 

New safety supervisor at Inger- 
soll Products Div., Borg-Warner 
Corp., Chicago, is D. F. Jones. 

W. Schwartz has replaced R. W. 

Nix as supervisor of safety at RCA 
Victor Div. of Radio Corporation of 
America, Lancaster, Pa. 
John S. Bowes, formerly safety en- 
gineer at New York & Pennsylvania 
Co., Lock Haven, Pa., has been 
named safety supervisor of the com- 
pany. 

New corporation safety super- 
visor at American Viscose Corp., 
Philadelphia, is W. K. Carothers. He 
replaces E. R. Shane, Jr. 

F. T. Clarke is the new supervisor 
of safety, replacing R. L. Thayer at 
General Electric Co., Schenectady, 
N.. ¥. 

Appointment of Whitney Grant as 
safety director of Vilter Mfg. Co., 
Milwaukee, is announced. Arthur 
Kumm was his predecessor. 

H. A. Seip replaces H. C. Smith as 
supervisor of safety at Pullman- 
Standard Car Mfg. Co., Chicago. 





DON’T FORGET 


that we want to keep posted on 
all personnel changes. Send 
notice of promotions, appoint- 
ments, deaths, retirements, etc. 
to the editor, OCCUPATIONAL 
HAZARDS, 1240 Ontario St., 
Cleveland 13, Ohio. 
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IS YOUR 
BRASS TARNISHED? 
continued from page 24 


How much does each exam cost? 
That depends on who does it. There 
seemed to be no rule as to whether 
the plant medical department han- 
dled the executive examinations, or 
whether they were referred to out- 
side clinics. 

Costs varied from $10 all the way 
to $300, the median being $30. Part 
of the wide spread is due to follow- 
up lab work, necessitated by pri- 
mary findings. 


How often should executives be 
examined? 74 of the surveyed com- 
panies felt that yearly intervals are 
about right. 

One medical director, thinking that 
older men need a closer watch than 
the young fellows, set up this sched- 
ule: men under 30 years of age; 
every 3 years; 30 to 40, every 2 
years; 40 to 60, annually; over 60, 
every six months. Another measur- 
ing stick to determine frequency of 
examination is the amount of time 
lost by each man due to illness. 


What kind of follow-up procedure 
is used? Actual follow-ups are rare, 
because—with few exceptions, the 
results of the examinations are held 
confidential between examiner and 
patient. Reporting companies found 
it easier to get key men in for 
check-ups when they knew that all 


ASK ANY QUALIFIED 
AND IMPARTIAL AUTHORITY. . 


YOUR 






4E’LL TELL YOU... 


EST PROTECTION 
FOR FLAMMABLE LIQUID, GAS AND ELECTRICAL FIRES 


ANSUL 


DRY CHEMICAL 


FIRE EXTINGUISHING EQUIPMENT 


You, who have seen or used an Ansul Dry Chemical Extinguisher at a fire demon- 
stration or on an actual fire, quickly recognized its superior fire-fighting capabilities. 
Further investigation proves that Ansul “Water-tight Construction” provides greater 
dependability under severe exposure conditions. 

Fire Chiefs, insurance inspectors, safety engineers, 
etc. recognize Ansul as the leader in the dry chem- 





ical extinguisher field. Ansul Fire Extinguishing 
Equipment and “PLUS-FIFTY” Dry Chemical 
have set unparalleled standards of quality for the 
fire extinguisher industry. 

You get complete dry chemical fire protection only 
from Ansul. There is an Ansul Dry Chemical Fire 
Extinguisher of the proper size for almost every 
flammable liquid, gas and electrical fire hazard. 


findings would be sent to them only. Ansul Hand Safeguard your plant and irreplaceable equip- 
Only 20 of the plants used their own Portable Mod- —_ _ = BEST a extinguishing equipment 

é 3 ch —. 4. 455 available. Protect them with ANSUL EXTIN- 
medical departments exclusively for 20-B and 30-3. GUISHERS. 


the exams, the rest depended wholly 
or partially on outside clinics and 
laboratories. 

So, in only a few cases, did the 
company have information to follow 
up on. One company classifies ex- 
ecutives in 5 groups—A to E—ac- 
cording to their physical condition 
and their health trends are watched 
from year to year. 





ANSUL EXCLUSIVE FEATURES 


Patented Nozzle assures 
most effective stream pat- 
tern . . . Best results by 
inexperienced operators. 
Special packings in Noz- 
zle and other parts ex- 
clude water. 

Corrosion resistant con- 
struction throughout. 
Easy on-the-spot Recharg- 
ing (No tools needed). 
Quick, positive puncture 
operation. 


Special guard protects 
cartridge . . . rugged 
construction throughout. 
Ansul “PLUS-FIFTY’® 
Dry Chemical used exclu- 
sively. 

Field tested by thousands 
of satisfied customers. 
Ansul LT Models are 
the only dry chemical ex- 
tinguishers listed by U.L. 
for operation at —65° F 





Ansul Mobile 
Units—Mine Cars. 
Trailers, Jeep 
Equipped and Fire 
Trucks. 








Does examination do any good? Yes, bes 
said most of the surveyed compan- Ansul Wheeled Portable 
ies. In many cases, it turns up pre- aa — 130-h, ane 
viously unknown troubles, gives a : 
starting point for correction or con- 
trol of known ones. In any case, it 
makes all key men health-conscious. 
Another point shown: personnel 
practices and executive health are 
inter-related. Sub-par health and 
hazy job assignment both contrib- 
ute to executive friction. 

Reporting companies found all 
sorts of production and administra- 
tive bottle-necks were pretty direct- 
ly connected to a case of tarnished 
brass: periodic check-ups keep them 
shining and efficient. 





Send for File No. 
706 You will re- 
ceive a variety of 
helpful printed mat- 
ter. Included is our 
latest catalog which 
describes Ansul Ex- 
tinguishers of all 


 . from the 

to Anal Pings CHEMICAL COMPANY 
° tems and Ansul 
Ansul Piped Systems and 2000 Ib. Stationary 
Stationary Units. Units. 





Fire Extinguisher Division 
MARINETTE * WISCONSIN 


DISTRIBUTORS IN ALL PRINCIPAL CITIES IN THE U. S. A., CANADA AND OTHER COUNTRIES 
Circle No. 36 on reader service card for more information. 





AUGUST, 1951 47 





Services Offered in Ads 





Full line of extinguishers for every 
need is completed with Fyr-Fyter’s 


new dry chemical unit. Details free. 
Circle No. 7 on reader service card, 


Catch radiation hazards, whether they 
are in the lab, or from A-bombs. 
Nuclear Instrument has detectors of 
all kinds. 


Circle No. 38 on reader service card 


What you don’t hear can hurt you. 
Play safe: start hearing testing. Let 
Sonotone send facts on low-cost in- 
strument. 

Circle No. 11 on reader service card 


Solvent troubles—fire, dermatitis, rust 
—are over when you use Immunol. 


Free booklet gives complete info. 
Circle No. 42 on reader service card 





install SIGHT SAVER 
CLEANING STATIONS 


so 


PROMOTE SAFETY - IMPROVE MORALE 
INCREASE PRODUCTIVITY 


Dirty eyeglasses, like dim lights and dull 
tools, are hazardous and inefficient. Make 
clean glasses a habit in your plant and office. 
Install SIGHT SAVER CLEANING STATIONS 
to dispense Sight Savers, the Dow Corning 
SILICONE treated tissues that are recognized 
around the world as the best, the easiest and 
the most convenient way to clean, polish and 
protect eyeglasses and safety goggles. Let 
Sight Savers wipe away the best excuse 
men give for not wearing safety glasses. 


PUT SIGHT SAVER CLEANING STATIONS 
TO WORK FOR YOU 


Leading Safety Supply houses in all princi- 
pal cities are fully stocked with Sight Saver 
cleaning stations ready to serve you. 


No. 60 Black Dispenser . . . $2.50 
No. 61 White Dispenser . . . $2.50 


No. 65 Refill Packet 
containing 800 sheets . . $1.45 





Save Your 

a: if 
cht | rst 

OiPg » © 


KEEP YOUR 


GLASSES CLEAN 





NO MUSS - NO FUSS + NO FLUID 


Attractive all-metal SIGHT SAVER cleaning 
stations are easy to install :. . easy to service. 
Fool-proof, permanently lubricated mecha- 
nism dispenses one 3 in. x 7 in. tissue at a 
time; each tissue scientifically treated with 
SILICONES made by Dow Corning, the 
world’s first and largest producer of sili- 
cone products and silicone treated tissues. 


DOW CORNING 
SILICONES 








DOW CORNING CORPORATION miotano, micuican 


Circle No. 37 on reader service card for more information. 
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Cleaner lenses at lower cost: that’s 

the claim of Magic Lens Tissue, 

Want proof? It’s yours on request, 
Circle No. 8 on reader service card 


Welding fumes and worker health just 

don’t mix. Ruemelin bulletin 37-D 

shows how to clean the fumes out. 
Circle No. 45 on reader service card 


Transfer point is danger point when it 
comes to handling flammable 
liquids. The Tokheim hand pump is 
your safety bridge. 

Circle No. 23 on reader service card 


Prevent static explosions by using Con- 

ducote floor coating and NoStat 

grounding device. Facts free. 
Circle No. 22 on reader service card 


Control deafness hazards. How? by 
avoiding improper job assignment. 
Maico audiometer is the way to do 
it. Ask for details. 


Circle No. 29 on reader service card 


A gas mask specially designed for 
every possible hazard is made by 
Davis Emergency. Bulletin 513 


shows them all. 
Circle No. 27 on reader service card 





Pp are offered by 
Pennsylvania Optical, one of the 
oldest makers. Descriptions and 
prices are yours for the asking. 
Circle No. 1 on reader service card 





A 4-minute test of high-accident fre- 
quency workers may be an eye- 
opener for you as to the cause. Key- 


stone View Co. will make it. 
Circle No. 44 on reader service card 


Floor-safety facts, a free booklet from 
S. C. Johnson, covers danger points, 


what to do about them, how to do it. 
Circle No. 16 on reader service card 


Don’t trust memory. Instead, point out 
dangers with safety signs. Complete 
catalog offered by Stonehouse Signs. 


Circle No. 2 on reader service card 


Glasses are part of a complete eye- 
safety program offered by Bausch & 
Lomb. Facts on the rest of it are 


yours free. 
Circle No. 53 on reader service card 
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Safety up—fatigue down. That’s the 
result when you provide matting at 
the job. Details on all kinds offered 


by American Mat. 
Circle No, 46 on reader service card 


Get tough with athlete’s-foot by pro- 
viding skin-toughening Onox mats. 
Facts of athlete’s-foot life and de- 


tails on free trial offered. 
Circle No. 35 on reader service card 


What's your problem in work-glove 
application? You’ll find job-tested 
answers to it in the complete Hood 
Rubber Co. catalog. 


Circle No. 21 on reader service card 


A good fit on all faces is assured with 
the CESCO safety goggle. Get de- 
tails on different bridge and eye 


sizes. 
Circle No. 10 on reader service card 


Fire-fighting file No. 706 contains An- 
sul Chemical’s newest catalog and 
lots of other helpful data. It’s free. 


Circle No, 36 on reader service card 


Two ways to stay alive on construc- 
tion work are: wear hard hats, and 
wear safety belts. Mine Safety Bul- 
letin DK-15 explains why. 


Circle No. 13 on reader service card 


Specially designed for industrial use is 
the new Siebert ambulance. Facts 


and photos show complete unit. 
Circle No. 40 on reader service card 


Dust hoods must be light and com- 
fortable, as well as effective. Will- 
son Products’ new hood fits the bill. 
Get details. 


Circle No. 20 on reader service card 


You won't believe it until you see it in 
action on your own floors, but the 
new Finnell Scrubber-Vac can save 
2/3 of your cleaning time. Details 


free. 
Circle No. 3 on reader service card 


An undercover enemy to safe produc- 
tion is exposure to hazards. Milburn 
Co. has a solution: ask for facts 


about its method—they’re free. 
Circle No. 9 on reader service card 


Nature’s way of eliminating athlete’s 
foot is to go barefoot all the time. 
If that’s not practical, let Foam-X 


show you another method. 
Circle No. 25 on reader service card 


Bad weather ahead: now’s the time to 
look to your supply of heavy foot- 


AUGUST, 1951 


wear. A good place to look is Hy- 


Test’s catalog. Ask for one. 
Circle No. 5 on reader service card 


First aid for eyes that have been 
doused with caustics or acids is a 
quick wash. Haws faucets give the 


quickest. Data free. 
Circle No. 33 on reader service card 


First step to prevent fires and falls is 
Zorball. Wyandotte Chemical can 
prove that it’s the safest floor absor- 
bent. 


Circle No. 4 on reader service card 


Any way you look at it, the Saf-I- 
Spec is top-notch eye protection. 
Descriptive literature shows its 


merits. 
Circle No. 28 on reader service card 


Smash fire losses with Buffalo CO2 
extinguishers. Easy to use and high- 
ly effective, they’ll help your pro- 


tection plans. 
Circle No. 30 on reader service card 


Inexpensive eye protection is American 
Optical’s new one-piece goggle. 
Want to know more about it? 

Circle No. 24 on reader service card. 
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window 


tolerance. 


@ WATERTIGHT instrument case and probe. 
@ ONE-HAND operation. 


@ PLUG-IN GEIGER TUBE requires no soldering. 
@ AUDIO and VISUAL radiation indications. 


easier access. 








nuclear (Model 2610A) BETA-GAMMA MONITOR 


@ APPROVED by F.C. D.A. for low-level monitoring. 
@ LIGHTWEIGHT—10" x 434” x 534” . With batteries, weighs 91 Ibs. 


@ SHIELDED PROBE for beta and gamma discrimination. 
@ RANGES: 0.2, 2, 20 milliroentgens per hour full scale. 
@ RADIOACTIVE CALIBRATION SOURCE mounted on instrument. 


nuclear GAMMA SURVEY METER 
(AN/PDR-T1 Type as recommended by F.C. D. A.) 

NUCLEAR Model 2584 is a MODERN development of the wide range, low level 
AN/PDR-T1 Meter, with these improvements : : 


@ DIAL LIGHT switch more rugged, protected against turning on accidentally. 
@ CASE is all cast aluminum in two parts for more stable operation. 

@ WATERTIGHT, yet can be arranged for opening quickly without tools. 

@ PUSH-BUTTON zero check allows check without changing range setting. 

@ CIRCUIT redesigned for greater simplicity, equal or better dependability, 


FOR INDUSTRIAL SAFETY- Alealth and. 


DF Defense 
SS monitors. 


N order to meet the specialized needs of Civil Defense organization, NUCLEAR 

has developed specialized instruments for civilian protection. From a pocket 
monitor to complete central-station continuous radioactivity recording systems, 
NUCLEAR instrumentation offers reliable, efficient units for Civil Defense use. 


Briefly described below are three of the most recently perfected NUCLEAR 
instruments for Civil Defense. Complete details on these and other NUCLEAR 
instruments will be furnished promptly upon request. 


nuclear “CIVION” (Model 2383) — Compact High-Level Monitor 


@ SMALL — only 2” x 3” x 614". 

@ LIGHT — weighs 21 ounces. 

@ WATERTIGHT — tough plastic case can be immersed in water without damage. 
@ READING RANGE from .025 r/hr. to 500 r/hr. 

@ DETECTS gamma and strong beta radiation. 

@ ONE CONTROL is “ON-OFF” switch in convenient thumb-operating position. 
@ ILLUMINATED METER for night use. 

@ LONG LIFE from batteries . . . in excess of 100 hours continuous. 

@ NO ZERO SET required except when replacing batteries. 

@ BATTERIES quickly replaceable without tools. 

@ METER damped for stability, clearly marked 2” scale under magnifying lens 


© ALL- PLASTIC ION CHAMBER for true roentgen reading within F.C. D. A. 





RANGES : 0-5, 0-50, 0-500, 0-5,000, 0-50,000 mr./ hr. 
-OWER SUPPLY self-contained batteries, quick!y accessible for replacement. 


nuclear INSTRUMENT & CHEMICAL CORPORATION 
235 West Erie Street * Chicago 10, Illinois * Cable Address: Ariab, New York 
Export Department: 13 E. 40th St.. New York, N.Y. 



















Counting Systems + Health Monitoring Instruments for ' 






Circle No. 38 on reader service card for more information. 
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WITH 


QUIK-LABEL PIPE MARKERS 


Identify every pipe in your plant quickly 
and inexpensively with Brady Pipe Markers. 
They give you a uniform system of identifi- 
cation based on ASA Standard Al3. Anyone 


can apply and everyone can identify 
pipe contents and direction of flow. 


maintenance time. Make your plant a safer 
place to work. Over 235 different markers 


in stock. Specials made to order. 
QUIK-LABELS come on handy dis- 
penser cards. They are printed in large 
black letters on approved ASA back- 
ground colors. Applied in a jiffy—they 
stick without moistening. Use indoors 
or outdoors. Cost only a few cents per 
marker. 


YOU CAN TELL AT A GLANCE 


the 
Cut 


WRITE FOR 
Free 

SAMPLES 
AND 

USEFUL 


CATALOG 


DISTRIBUTORS IN OVER 125 PRINCIPAL CITIES 








_ MANUFACTURERS OF SELF- 


— 





STICKING PRODUCTS 




















Accommodates two cots and two sus- 
pended litters. One side can be used 
for cargo or fitted with either full length 
5 person folding bench or 2 reclining 
lounge chairs. Use of either side for 
beds, chairs or cargo independent of 
use of other side. 

Windows fitted with sliding safety 
glass. Level Action Suspension and 
148 in. wheelbase float over bumps that 
would shake and jar the ordinary 
limousine. Insulated roof. 7 in. variable 
speed fen and 2 adjustable roof ven- 





lone ROE cen, | 


223 Farnsworth Kd. 





Please send literature and prices on the Siebert Industrial Ambulance. 


tilators. Large, easily accessible medi- 
cine cabinets. 

Permatrimmed in attractive, easily 
cleaned art leather. Driver-patient par- 
tition fitted with triple, sliding center 
unit windows. Offers the unmatched 
ease of patient loading and handling 
possible only with side door access. 
All the ruggedness, safety and economy 
for which the names Ford and Siebert 
have long been famous. When you see 
this ambulance, handle it yourself, you 
will know that you can pay more but 





you can’t buy better. 


EGPSHOP OF STEBERT! 


“Quality Coach Craftsmen Since 1853” 


Waterville, Ohio, U.S.A. 





ost 
TITLE 





are FIRM 








STREET. 
PRE eee CITY & STATE 








Circle No. 40 on reader service card for more information. 
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BIRTH OF A PRESS GUARD 


continued from page 23 


openings but the feed side (which 
has a permanent covering with a 
small slit for the stock to pass 
through) are protected by automat- 
ically-controlled doors. The front 
gate is Plexiglas set in a steel frame. 
Side and rear gates have screen in- 
serts. 


All three gates have locks that 
are controlled by Microswitches 
hooked up in series with the control 
button. Attached to the front gate 
is a cam which passes over the con- 
tact point of the switch on the right 
side when the gate is opened. This 
prevents tying down the left-side 
switch and working with the gate 
open. 


Before you can open any of the 
gates, you have to push a button 
that slides an air-actuated safety 
block under the ram and cuts the 
power. 


HOUSEKEEPING IN REVERSE , 


continued from page 29 


supply. So he uses a home-made 
adaptation, one that G. E. engineers 
have rigged from a commercial 
model to combine supplied-air hood 
and welding mask in one. 


He leaves the radiation zone 
through special air-locks, removing 
one of his rubbers before stepping 
on a paper exit mat. On the mat, he 
takes off the other rubber and waits 
for the health-instrument inspector 
to check his clothing and skin for 
contamination. Two different in- 
struments are used to detect the 
various kinds of radioactive mater- 
ials (alpha, beta and gamma) that 
might possibly be found. 


He takes particular care in get- 
ting out of his coveralls, grabbing 
them by the inside instead of the 
outside. They go in bags which are 
sent to a special decontamination 
laundry. Last step before leaving 
the plant is a final check of hands 
and feet, those parts of his body 
most likely to be contaminated, by 
an automatic hand-and-shoe coun- 
ter. If it records a warning level of 
radiation, Fowler reports to the 
Health Instrument Division pronto. 


OCCUPATIONAL HAZARDS 
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stanzoils 


70: Hot 'n Cold 


Neoprene Coated Gloves 








Work Comfort 
in Temperature Extremes 
from —85° to +314°F. 


This Stanzoil Hot ’n Cold Glove is 
designed expressly for use in in- 
dustry where liquid-tight hand pro- 
tection in extremely high and ex- 
tremely low temperatures is re- 
quired. Several insulating layers of 
fleecy material are coated with 
brightred DuPontmilled neoprene 
that resists damage from oils, acids 
and caustics. 

Tests on this glove show that work is possible in 
liquids at temperatures of 85° below zero and 314° 
above zero, Fahrenheit scale. Laboratory workers hands 
were comfortable after a half hour’s immersion in a 
liquid whose temperature was 12°F. 


For more information, complete 
catalog and prices write us. Refer to 
Stanzoil No. R-28. The Pioneer Rub- 
ber Company, 638 Tiffin Road, Wil- 
lard, Ohio, Los Angeles 4, California. 





Circle No. 41 on reader service card for more information. 





Replace Inflammable Solvents 
WITH RUSTPROOF ODORLESS 


INSTANT weTTING IMMUNOL 


e Makes any kind of water RUSTPROOF and 
at the same time makes an efficient, neutral 
solvent which actually costs less as a finished 
solution than kerosene or mineral solvents. 
e IMMUNOL solutions are so mild they will 
not irritate the skin nor will they affect 
paints, varnishes, etc. 

e In addition to its use as a detergent and 
wetting agent, IMMUNOL leaves a non-oily, 
invisible film of rust protection on ferrous 
metal parts, except cast iron or cast steel, 
that will last indefinitely unless washed off 
and can be painted or lacquered over without 
removal. 

e Outstanding for replacing in- 


«gh 
flammable solvents for use on 
metal, plastics, glass, ceramics, , 
woodwork, linoleum, etc.! ; om 

SEND FOR FREE BOOKLET »> 4 








Haas MILLER Corp. 


4TH & BRISTOL STS. PHILADELPHIA 40, PA. 





Circle No. 42 on reader service card for more information. 








WANT MORE EFFICIENT — 
LONGER LASTING STEEL STAMPS? 


‘ hh 
SAFETY weoce GRIP 


@ 2-~™) LETTERS and 
FIGURES 







® No Spall 

® No Mushroom 

© More Service 

® Knurled Grip 

® Patented under 
No.2,089,794 


© Thumb Side Markings 


Knurled sides for positive grip—patented 
design provides perfect balance and 
deeper impressions. Especially recom- 
mended for toughest jobs on steel 


oe | Write for °2Stings, cylinders, tool 
ae | Bulletin steel, etc. All sizes 
available 4” to 1” 

LF-50. characters. 





YNNINGHAM c9, 


SAFETY STEEL STAMPS 





91 East Carson Stree: ¢ Pittsburgh 19, Pa. 


Circle No. 43 on reader service card for more information. 
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Pick your 
6 employees 


who have had 
most 
accidents 


Don’t tell them what it’s all about—just let 
our man test their eyes (the test takes less 
than four minutes) . 


A large percentage of workers with high 
accident and spoilage rates are handicap- 
ped by defective vision. 


Thousands of plants have found that they 
simply cannot afford to hire a worker 
without testing his eyes. Periodic re-check- 
ing also pays them handsome profits. 


Write us for a sample test of a few of your 
below-average employees— 
or for Bulletin H. 


KEYSTONE VIEW COMPANY, Meadville, Penna. 
Established 1892. Originators of Binocular Vision 
Testing in Industry. 


KEYSTONE Occupational Visual Service 











Circle No. 44 on reader service card for more information. 
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«And Sudden 
Injury 


WHERE THE DEVIL Is this man’s safety 
belt? International News, who re- 
ported this near-fatal misstep, tells 
us only that the victim “is shown 
hanging suspended by a= rope 
around his waist after he slipped 
from a scaffold.” Does that mean 
he was using a line knotted around 
his middle for a safety belt, or that 
it was put on him by his buddies to 
lower him after he slipped? We 
don’t know— but we do know that 
either case indicates an appalling 
lack of safety awareness. 


Can you think of anything you’d be 
less likely to do than go up ona 
bridge construction scaffold without 
any kind of protection against fall- 
ing off? And who would think of 
sending a man up on such job with- 
out a safety belt? Perhaps, that’s 
the answer; nobody did think about 
safety precautions on this particular 
job. 


Ropes are an important part of a 
safety-belt harness, but they aren’t 
safety belts. A free fall that is stop- 
ped cold by only a rope makes a 
man’s body feel like a yo-yo. Reli- 
able belts and harnesses made for 
that purpose are top-priority items 
on all high-level work. If you rig a 
man with a rope like a fish on a 
stringer, it may save him from get- 
ting smeared on the ground below, 
but it will probably damage his in- 
sides. Don’t take chances with 
makeshift equipment. 


And speaking of important safety 
gear for work on high scaffolds— 
where are the hard hats that these 
men should be wearing? Neither 
the victim nor the two fellows help- 
ing him has one. 





Do you have photos that are suit- 
able for “And Sudden Injury’? 
Send them, with brief descriptions 
of the accidents, to O. H., 1240 Ot- 
tarioSt., Cleveland13,Ohio. Sources 
will not be disclosed, if you prefer. 
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Group of RUEMELIN Fume Collectors 
Keeps Shop Clear of Welding Fumes 


This well ventilated welding department is typical of hundreds of similar 
installations. Welding operators appreciate smoke and gas-free atmos- 
phere. Thousands in service. Many repeat orders. Collecting fumes at the 
source with local exhaust hoods has proven most practical in operation. 
Write for Bulletin 37-D describing all types of Ruemelin Fume Collectors. 


RUEMELIN mee. co. 


MFRS. & ENGRS. © SAND BLAST & DUST COLLECTING EQUIPMENT 
3888 NORTH PALMER STREET © MILWAUKEE 12, WISCONSIN, U. S. A. 









A 5911-% 


Circle No. 45 on reader service card for more information. 











—install 


AMERIFLEX WOOD LINK MATTING 


Prevents accidents. Provides comfort underfoot. Keeps the feet oft cold, damp floors. Sub- 
stantially constructed for long service. Lies flat. veled ends prevent tripping. Crooves 
= Rolls up for easy handling and cleaning. Any width up to 42 inches. Any 
lengt 
Consult your telephone directory for American Mat office or use P for 
literature and prices. 

WANTED! Distributors and direct factory representatives. 


btaining free 








Windsor, Ontario 
Factory: West Lorne, Ontario 


Pree ee errr rrr eee eee eee eee 


'y . 
' 
' 

‘ 1751 ADAMS STREET TOLEDO 2, von 

i ( )Please send me prices on Ameriflex Matting. ‘ 

1 Please send information on ( ) Traffic-Tred Matting; ( ) Tuf-Tred Superior Grade } 

j Corded Rubber Fabric Link Matting; ( ) Ezy-Rug Colored Rubber Link Matting; ! 

t (_) Tile--Top Sponge Matting; ( ) American Counter-Tred Matting; ( ) Do-All All- + 

‘ Purpose Rubber and Cord Matting; ( ) Vinyl! Plastic Link Matting. ‘ 

H TOI sncinsessissiatssinianscncdlennieeahinenemnahomepinoneeduieeattinnabniatichapeelnetantageedl icici nea tetheel anata tphali diate 8 

1 Firm .... -sinaldiainiasnta sabaeaslnanitaaenetecniediteanitenidariadad dkaaaibniae ta emeniieia ie icingimesnanete A 

H RR OE ila eS EO HE : : Bee 

A A GR ©” AIR sre voter Beene el so Seanvore soar a bo ee re eer envy Ome etre or ene een reno aeons Sere : 

t 

‘ 

' 

' 

' 

' 


Offices: American Mat ‘Corporation, Ltd H 

Canada Trust Building ; 

IN CANADA H 
i 


Circle No. 46 on reader service card for more information. 
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CONTROL CHARTS DO WORK 
continued from page 15 


has been using quality control 
charts for years; it’s a simple matter 
to adapt these methods to accident 
control. We find that our control 
charts have gone a long way in 
getting management to appreciate 
the value of accident prevention as 
an operational phase of cost reduc- 
tion, rather than as a welfare pro- 
ject. 

The accompanying chart shows 
only monthly accident statistics, but 
we use weekly experience on our 
working charts. This gives us a 
running comparison with the pre- 
vious month, spots dangerous trends 
and enables us to move fast to stop 
them. We make another comparison 
too: current weekly experience 
against monthly experience of the 
previous year. Hot summers, cold 
winter, vacation times and overtime 
periods all take their toll in in- 
creased frequency. With all condi- 
tions being equal, the current week- 
ly record should be better than the 
month of the previous year. That is, 
if proper corrective action has been 
initiated when the need is indicated. 

And that’s something no chart can 
do for you. It can’t tell you exactly 
what’s wrong: all it says is that 
there definitely is a clinker in your 


safety machine. So constant an- 
alysis and thorough investigation 
are needed to locate the trouble 
shown by the chart. Don’t expect 
the control chart to do your job of 
accident prevention. It will warn 
you quickly of changing conditions 
and show the need for corrective 
action; but you have to determine 
what action is needed. 


How Statistics 
Are Charted 


To highlight any accident in- 
creases, we use as minor accident 
frequency the number of accidents 
per 10,000 manhours worked. Obvi- 
ously, the standard freqeuncy—ac- 
cidents per 1,000,000 manhours — 
won’t pinpoint variations nearly as 
effectively. 

In computing the upper and 
lower limits of the previous year’s 
experience, we use the so-called 
standard deviation formula. But the 
formula can be reformed, if you 
wish, to show the limits closer or 
further apart. In other words, if 
you have a serious safety selling job 
coming up or want to catch the 
slightest variations, you can change 
your limits to make weekly fluctu- 
ations stand out even more. 

But in the main, you can compute 





your chart limits by this standard 
deviation formula: 
Vou 
S.D.=2+ , Where 
Va 

$.D. is the standard deviation. 

¢ is the number of accidents for 
the previous year, divided by 52 (if 
your chart will be set up on a week- 
ly basis.) 

u is the total manhours worked 
the previous year, divided by 10,000 
and the result divided by 52. 

Having determined your stand 
deviation, you can plot your upper 
and lower limits: 

Upper limit=previous year’s acci- 
dent freqeuncy plus S.D. : 

Lower limit=previous year’s ac- 
cident frequency minus S.D. 

Then chart your weekly accident 
frequency. When the line reaches 
towards, or passes, the upper con- 
trol limit, that’s your trouble signal. 
Get to work and find out the cause. 
Remember, these are minor acci- 
dents you are charting. By keeping 
your eye on the slight mishaps, the 
mistakes that don’t produce injuries 
—but that will prove costly in 
ruined tools, damaged stock, wasted 
materials, lost production—you can 
predict overall accident trends and 
prevent the serious, injury-produc- 
ing accidents. 











SAFETY EQUIPMENT FOR ALL 









SPECIAL SIGNS TO ORDER. 


Write for Bulletin No. MA-81 


(TD Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS COMPANY 






2830 N. FOURTH STREET - PHILADELPHIA 33, PA. 


Circle No. 47 on reader service card for more information. 
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INDUSTRIES 


IPCO PORCELAIN ENAMEL SIGNS 


Attractive © Permanent ° Economical 
NO ADMITTANCE} 


00 OT WATCH 
ARC WELOER 


A complete line of Signs for every industrial need. 
Stock wordings for warnings, safe practice 
reminders and general plant notices .. . 














AT WORK 








Below — MODEL 53-A PORTABLE 


AUDIOMETER SALES CORP. 


25 NORTH THIRD STREET @ MINNEAPOLIS 1, MINNESOTA 
Circle No. 48 on reader service card for more information. 


PRE-PLACEMENT 
HEARING TEST 


PROTECTS EMPLOYER 


AND EMPLOYEE 


The inclusion of an audiometric Hearing test as part 
of routine pre-placement physical examination serves 
a double purpose. This permanent record of the 
employee’s hearing ability guides the employer in 
placing the worker, and protects against fraudulent 
Industrial Deafness claims. 


The ADC audiometer is portable, easy to use, and is 
precision-built to assure speedy, accurate testing. 
Write for information on how to control the deaf- 
ness hazard in your plant. 
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WHY NOT EARS TOO? 
continued from page 20 


are restored if the man is removed 
from troublesome work. 

“It protects us from fraudulent 
compensation claims, because our 
records tell us exactly the condition 
of a man’s hearing when he came 
into our plant. Since hearing loss is 
usually gradual in nature, and can 
result from illness or as a factor in 
normal aging, knowing the facts 
about every worker’s hearing can 
save us a lot of trouble.” 

That’s the statement of a medical 
director who has a fairly complete 
hearing-testing program. 

The answers to these survey ques- 
tions show a start in the right direc- 
tion. None of them indicates an 
an adequate program — one that 
finds hearing deficiencies in new 
workers, checks back to spot hear- 
ing loss as it deveolps and helps re- 
store an employee to 100% effici- 
ency by making it possible and 
economically practical for him to 
obtain a hearing aid. 

There is more to be gained from 
a properly fitted hearing-aid than 
the restoration of a sensory organ. 
The fact that a man can hear a 
warning bell or a spoken instruction 
where he couldn’t before is the 
primary safety factor. But there are 
others: a deaf man is shut off from 
the world—often more miserable 
and physchologically twisted than a 
blind man, hearing specialists tell 
us—and he has difficulty in adjust- 
ing himself to work with others in 
his silent world. The phsycological 
importance of hearing aids should 
not be underestimated. This doesn’t 
mean that hearing-aids will solve 
every deafness problem. If hearing 
is completely gone, they can’t help. 
If a man is deaf in only one ear, 
they aren’t used. And some work- 
ers, especially those who have been 
deaf for long periods of time, may 
find it difficult to readjust them- 
selves to surrounding noise again. 

Intelligent application has to be 
part of any hearing program. (The 
same can be said, of course, about 
any personal protective device or 
equipment.) Such facilities are be- 
yond the direct control of plant 
medical and safety men today. Per- 
haps, they won’t be in the future. 
But these facilities are available. 
The fact that you can’t put a hear- 
ing aid on a man quite as simply as 
you can a pair of safety shoes 
doesn’t remove the need for 1) find- 
ing out who has defective hearing 
and 2) helping him to do something 
about it. Doing this will protect 
you, as well as the worker. 
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Here’s an AMAZING BRAND NEW 

SAFETY SIGN that will be welcomed by Safety Men! 
Brady Safety Signs stick to wood, glass, metal, con- 
crete, etc. without moistening. May be applied to 
any clean surface in a jiffy. No screws, nails, bolts 
or skilled help necessary. All you do is peel from 
card, apply where wanted and the sign is up to stay. 


Brady Safety Signs are made of durable cotton 
cloth, Silicone Coated to resist dirt, grime and 
moisture. CONFORM TO ASA Standard Z35.1-41. 
Select your requirements from a WRITE FOR 
complete catalog of standard safety Prec 3 
messages. Cost only a few cents per a 
sign. Immediate delivery. Specials USEFUL 
made to order. CATALOG 














1632 E. SPRING STREET ¢ CHIPPEWA FALLS. WIS. 





Circle No. 49 on reader service card for more information. 











For Safety’s Sake Use 


DAYTON SAFETY LADDER 


Maintenance men 
everywhere rely on 
Dayton Safety Ladders 
for maximum _ safety 
and convenience. Day- 
tons are constructed of 
tested airplane spruce 
and reinforced with 
rigid steel suoports to 
give great strength and 
lightness of weight. 


Handrails of steel guard 
the large roomy plat- 
form for added safety. 
Half of platform can 
be raised to form an 
extra step, when need- 
ed. These famous lad- 
ders can be set up 
instantly, are easy to 
carry and fold com- 
pactly for storing. Auto- 
matic locking feature 
insures safety while 








Sizes 3 feet to 16 feet in ladder is in use. 
a (measured _ from 
groun to platform) with “ai : 
standard rubber safety shoes Write today for Bulletin 
at no extra cost. No. 100 
DAYTON SAFETY LADDER CO. 
2337 GILBERT AVE. CINCINNATI, OHIO 


In Canada—Safety Supply Company—Toronto 











Circle No. 50 on reader service card for more information. 
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FINGERS 


must be saved- 


KEEP THEM OUT 


OF PRESSES with 


30 Pres-Vacs cost less 
than the average cost of 
only one press accident. 






Operated by 
Compressed Air 


SAFETY FEEDERS 


® Blanks are fed from a distance of 14 inches 
@ Eliminates need of putting fingers under press ram 
» BOOST PRODUCTION 20% TO 100% 
— Reported by users 
> ELIMINATE DIE BREAKAGE 


— Assures Feeding Blanks One at a Time 


>» CUT INSURANCE COSTS 


— Fewer Accidents Mean Lower Premiums. 


Littell Pres-Vac Safety Feeders are made in Single and Multiple 
types in*a variety of cup sizes and styles. 


FJ. METTZZ MACHINE CO. 


AIR DIVISION - 


4171 RAVENSWOOD AVE., CHICAGO 13, ILL. 
— District Offices: Detroit and Cleveland — 





Circle No. 51 on reader service card for more information. 


the 7Zece SAF-I-DUO 


SAFETY GOGGLE 





With Replaceable Lens 


@ Velvety Comfort— VINYL frame fits contour of all 
faces snugly. 

@ Lens of Optically Correct OPTILITE or Acid-resistant 
plastic. 

@ Maximum protection from Impacts, Chemicals and 
Dust. (Four types of ventilation.) 

@ Economical — one-piece replacement lens at low cost. 
(Lens interchangeable with SAF-I-SPEC.) 

@ Can be worn over prescription glasses. 


Write for literature and prices. 


UNITED STATES SAFETY SERVICE Co. 


KANSAS CITY 6, MO. © BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 





In Canada — PARMELEE LTD., 11 Watkinson Ave. — Toronto 9 





Circle No. 52 on reader service card jor mure tnyurmuwoun. 
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“An eye for an eye” is a poor exchange. Especially if you do the trading, and give one of 


your own for a glass imitation. 


The foregoing is reprinted from another of the graphic series of educational 
pieces in poster and pamphlet form designed by Bausch & Lomb to help sell your 


workers on a desire to use safety glasses. 


Let this material help you with your present eye safety program. It’s part of 
the total service offered by this pioneer in industrial eyewear. 


/ SELL EYE SAFETY TO EMPLOYEES 
Ask your distributor’s representative to 
show you the kit of posters, pay envelope 
inserts, PA system scripts and other mate- 
rial that sells workers forcefully on desire 
to use proper safety eyewear. 


2 SAFETY GLASSES FOR EACH JOB 
A complete range of Bausch & Lomb safety 
eyewear, engineered to meet the most rigid 


tests for each job classification in your plant. 


3 PROTECTION PLUS CORRECTION 
For at least 50% of your workers prescrip- 
tion lenses are necessary to working effi- 
ciency as well as to safety. Your B&L dis- 
tributor offers prompt prescription service 
on all types of industrial eyewear. 

Write Bausch & Lomb Optical Company, 
745-3 St. Paul St., Rochester 2, New York. 


BAUSCHZ6 LOMB “~~ 











Safely Cpowoar 


Circle No. 53 on reader service card for more information. 























Private First Class Melvin Brown, of Mahaffey, Pennsylvania—Medal of Honor 
for valor in action near Kasan, Korea, September 4, 1959. Stubbornly holding 
an advanced position atop a wall, Pfc. Brown stood off atiacking North Koreans 
until all his rifle ammunition and grenades were gone. When last seen he was 
still fighting—with only an entrenching shovel for a weapon—rather than give 
up an inch of ground. 

Never forget the devotion of Melvin Brown! 

Now, this very day, you can help make safer the land he served so far “above 
and beyond the call of duty.” Whoever you are, wherever you are, you can 
begin buying more ... and more... and more United States Defense* Bonds. 
For every time you buy a bond you're helping keep solid and stable and strong 
the country for which Private Brown gave everything he had. 

And remember that strength for America can mean peace for America—so 
that boys like Melvin Brown may never have to fight again. 

For the sake of Private Melvin Brown and all our servicemen—for your own 
boy—buy more United States Defense Bonds now. Defense is your job, too! 





a 























Remember that when you’re buying bonds 
for national defense, you're also building a 
personal reserve of cash savings. So go to 
your company’s pay office—now—and sign 
up to buy Defense Bonds through the Pay- 
roll Savings Plan. Don’t forget that now 
every United States Series E Bond you 





_a@ public service. 


CCUPATI 


own automatically goes on earning inter- 
est for 20 years from date of purchase in- 
stead of 10 years as before. This means, for 
example, that a Bond you bought for $18.75 
can return you not just $25 but as much as 
$33.33! For your country’s security, and 
your own, buy U. S. Defense Bonds now! 





*0,,S. Savings Bonds are Defense Bonds - Buy them regularly! 





The U. S. Government does not pay for this advertisement. It is donated by this publication 
in cooperation with the Advertising Council and the Magazine Publishers of America as 





